Halsey Taylor's twin bubbler provides 
plenty of water for a refreshing drink 
every time. When it comes to water 
coolers, we do that job better than 
anyone else in the industry. But the 
functional aspect is only one ele- 
ment you've got to consider. Aes- 
thetics is another. That’s why Halsey 
Taylor coolers come in a wide array 
of sizes, colors and models for the 
perfect style to blend with any 
setting. Get fast, simple and eco- 
nomical on-site installation. And 
they are built to last, with top quality 


Alako 


KING-SEELEY ÆST THER 


components to assure dependable, 
trouble-free performance. Thou- 
sands of architects all across the 
country regularly specify Halsey 
Taylor. That's because we deliver 
hard-working long-lasting water 
coolers with a functional beauty 
that's refreshing to the eye. 


For sample specs, additional infor- 
mation or free literature, write today 
to Halsey Taylor Division, Freeport, 
IL 61032. Or contact your nearby 
Halsey Taylor representative. 


ROUTE 75, FREEPORT, ILLINOIS 61032 


ey Jay 


Adrink that's 
refreshing to the eye 
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Doorpulls in simpl 
beautifully handcr 


geometric forms and sculptured shapes, 
fted in bronze, stainless steel or aluminum. 


Doorpulls in superb durable nylon or acrylic, in colors that 
are solid throughout and will not fade or age. Doorpulls 


in clear acrylic. All 


and generously i for today’s architecture. 


Forms & Surfaces 


sensitively designed, carefully engineered 


Box 5215 Santa Barbara, CA 93108 (805) 969-4767 


8" x 8" 


138" x12 


7%" x 12%" 2" x 15" dia. 


634" x 1094", 54" x 10%” 
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EN/EINGTES 


Sept. 28-29: Workshop on Visual Com- 
munications in Architecture, instructor, 
Julius Shulman. Iowa State University, 
Ames. 

Oct. 2-4: Central Regional AIA Con- 
ference, Oklahoma City. 

Oct. 2-4: International Conference on 
Alternatives to Growth ’77, The Wood- 
lands, Tex. Contact: Jon Conlon, Mitchell 
Energy & Development Corp., 3900 One 
Shell Plaza, Houston, Tex. 77002. 

Oct. 3-14: International seminar on Habi- 
tat and Energy, Ottawa, Canada. Contact: 
ECE Seminar, Tower B, 5th Floor, 355 
River Road, Ottawa, K1A OP6, Canada. 
Oct. 4-5: Architects in Industry annual 
seminar, AIA Headquarters, Washington, 
D.C. Contact: Fred Marks, Institute Pro- 
fessional Interests Program, (202) 785- 
7366. 

Oct. 7-9: Arizona Society of Architects 
annual conference, Doubletree Inn, 
Scottsdale Mall, Scottsdale, Ariz. 

Oct. 8-12: American Institute of Planners 
annual conference, Kansas City, Mo. Con- 
tact: AIP, 1776 Massachusetts Ave. N.W., 
Washington, D.C. 20036. 

Oct. 10-12: Producers’ Council annual 
conference, Williamsburg, Va. Contact: 
PC, 1717 Massachusetts Ave. N.W., 
Washington, D.C. 20036. 

Oct. 12-14: North Dakota chapter/AIA 
annual convention, Grand Forks, N.D. 
Oct. 12-14: Seminar on Solar Energy for 
Domestic Heating and Airconditioning, 
Houston, sponsored by New York Uni- 
versity's school of continuing education 
(repeat seminar, Dec. 12-14, Los An- 
geles). Contact: New York Management 
Center, 360 Lexington Ave., New York, 
N.Y. 10017. 

Oct. 12-16: National Trust for Historic 
Preservation annual meeting, Mobile, Ala. 
Contact: NTHP, 740-748 Jackson Place 
N.W., Washington, D.C. 20006. 


Oct. 14-15: New Mexico Society of Archi- 


tects annual convention, Albuquerque 


Inn/Convention Center, Albuquerque,N.M. 


Oct. 17-19: National Conference on Noise 
Control Engineering, Sheraton-Coliseum 
Inn, Hampton, Va. Contact: Noise-Con 
77, P.O. Box 3469, Arlington Branch, 
Poughkeepsie, N.Y. 12603. 

Oct. 17-21: American Society of Civil En- 
gineers annual convention, Hyatt Regency 
Hotel, San Francisco. Contact: ASCE, 
345 E. 47th St., New York, N.Y. 10017. 
Oct. 19-21: Texas Society of Architects 
annual meting, El Paso Holiday Inn 
Downtown, El Paso, Tex. 

Oct. 19-22: Gulf States Regional AIA 
Conference, Hyatt House, Birmingham, 
Ala. 

Oct. 21-23: New England Regional AIA 
Conference, Seamens Inne, Mystic Sea- 
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port, Conn. 
Oct. 24-28: International Conference on 
Energy Use Management, Tucson. 
Contact: C E UM, P.O. Box 64369, Los 
Angeles, Calif. 90064. 
Oct. 26-28: Illinois Council/AIA annual 
meeting, Sheraton-Chicago Hotel, Chi- 
cago. 
Oct. 27-29: New Jersey Society of Archi- 
tects annual convention, Playboy Resort 
and Country Club, Great Gorge, N J. 
Oct. 31: Deadline for submission of en- 
tries, AIA 1978 honor awards program. 
Contact: Maria Murray, AIA Headquar- 
ters, (202) 785-7390. 
Nov. 1-3: Building & Construction Exposi- 
tion & Conference, sponsored by the Pro- 
ducers’ Council, McCormick Place, Chi- 
cago. Contact: PC, 1717 Massachusetts 
Ave. N.W., Washington, D.C. 20036. 
Nov. 3-4: Construction Contracts and 
Specifications Institute, University of Wis- 
consin, Madison, Wis. 
Nov. 3-6: Georgia Association/ AIA an- 
nual convention, Stouffer's Pine Isle on 
Lake Lanier, Buford, Ga. 
Nov. 4: Conference on Planning Arts 
Centers, sponsored by AIA committee on 
architecture for art and recreation and the 
Associated Councils of the Arts, Cincin- 
nati. Contact: Harold Glover, AIA Head- 
quarters, (202) 785-7229. 
Nov. 15: Entries deadline, Concrete Re- 
inforcing Steel Institute design awards 
program. Contact: CRSI, 180 N. LaSalle 
St., Chicago, Ill. 60601. 
May 21-24, 1978: AIA annuai conven- 
tion, Dallas. 


[Us UES 


Railroad Architecture in Savannah: I read 
the news story in the *Going On" section 
of the June issue concerning the proposed 
federal building to be renovated in Savan- 
nah, Ga., under the Public Buildings Co- 
operative Use Act, signed into law in Oct. 
1976. 

My firm is currently providing services 
to Savannah on the site that is adjacent 
to the proposed office building, for the 
renovation of several architecturally sig- 
nificant railroad shop buildings that were 
constructed during the period from 1860 
to 1900. These buildings are the last re- 
maining examples of railroad shop archi- 
tecture to be found in America. 

This development will be closely co- 
ordinated with the federal renovation pro- 
gram, if it takes place in Savannah. The 
restoration project in which we are in- 
volved is intended to provide a permanent 
base for cultural groups in the area, as 
well as a permanent home for local crafts- 
men to work and display their products. 
Along with these projects, in the existing 
railroad roundhouse a visitor orientation 


center will be set up which will depict the 
battle of Savannah, which was fought on 
the site of the railroad buildings on Oct. 
9, 1779. 

At this time, the city has appropriated 
$250,000 for initial restoration of the 
building structures system, and is antici- 
pating an amount exceeding $2 million 
to provide permanent restoration to the 
buildings to commemorate the bicenten- 
nial celebration of the battle of Savannah 
on Oct. 9, 1979. J. Paul Hansen, AI A 

Savannah, Ga. 


Honor Awards: I was shocked and dis- 
mayed to read in the May issue (p. 37) 
that the John Hancock Tower in Boston, 
designed by I. M. Pei & Partners, had 
been given an AIA honor award. It is 
indeed a handsome structure and relates 
well to its site, but with all of its prob- 
lems, most of which are public knowledge, 
and the very fact that legal suits are in 
process, makes me question the validity 
of an AIA honor award. 

As we are all aware, the architectural 
profession is in jeopardy, due in part to 
the inability to adapt to a changing sense 
of values in the industry. Architects have 
always been masters in the creation of 
monuments, but today's clients require 
more than that. The savvy client looks to 
the architect for an efficient, functional 
structure produced with a total knowledge 
of all systems. 

To award this building with what most 
architects consider to be one of the high- 
est honors achievable in the field of archi- 
tecture is just one more piece of ammuni- 
tion for the already suspicious and gener- 
ally disgruntled potential client. 

James M. Murrey, AIA 
Philadelphia 


The Slope of Tennis Courts: Several mem- 
bers of the U.S. Tennis Court and Track 
Builders Association have brought to our 
attention that on page 61 of The Archi- 
tectural Graphic Standards, the slope of 

a tennis court is in error. Tennis courts 
should never slope from the net. 

The guide specifications published by 
the U.S. Tennis Court and Track Builders 
Association describe the slope as: “All 
excavating, filling, compacting, grading 
and leveling work required hereunder 
shall be performed so that the finished 
court surface slopes one inch (1") in each 
20 feet (20^) on a true plane from side 
to side, end to end, or corner to corner 
for pervious construction." 

For impervious construction, the slope 
is one inch (1") in each 10 feet (10^) on 
a true plane from side to side, end to end, 
or corner to corner. Carl A. Wangman 

Executive Secretary 

U.S. Tennis Court and Track Builders 
Association, Glenview, Ill. 

Letters continued on page 90 


When you need on-the-roof technical 
assistance, you can get it - best - from 
a J-M District Engineer. 


Best, for several reasons. 

You see, werre the only roofing 
manufacturer with field engineers. 

And as part of our team of roofing 
experts, J-M District Engineers (and 
there are 12 of them) devote full 
time to built-up roofing systems. 

Together they offer over 200 years 
of roofing experience. 

Their combined qualifications form 

a technical resource that's 
unmatched in the 


And their exper- 
tise is available 
to you on call. 
Whenever the 
need arises. 

To assist with 
| specifying, as 


To provide on- 

site, technical 

advice on unusual 
roof situations. 

To help keep you advised on new 
practices in the industry. 

To provide information on local 
climatic conditions as they affect roof 
design and construction. 

And, most of all, to help you solve 
roofing problems before they happen. 
Backing them are the resources 

of one of the world's largest pro- 
ducers of built-up roofing materials. 
Plusknowledge assembled in solving 
roofing problems since 1868. 

Reason enough to look to J-M 
when yourre planning a new struc- 
ture and need assistance designing 
a roof that will provide years of 
reliable performance. 

For information on J-M single- 
source roofing systems, contact 
Grant Edmonds, Johns-Manville, 
Ken-Caryl Ranch, Denver, Colorado 
80217, 303-979-1000. AI-9 


For single-source 
built-up roofing systems. 


JM 
Johns-Manville 
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Weston Geophysical Inc., Westboro, Mass. Architects: Designs For Building 


Red cedar 
shakes create a 


modern pyramid. 


This contemporary pyramid of red 
cedar handsplit shakes is the architect's 
natural solution to meet unusual space 
requirements. 
“The client asked for a roof structure 
that would permit generous storage capa- 
bility on the second level. This would require 
a rather steep and visible roof. 
"So we wanted a product that would be 
beautiful, natural to the environment and 
weather handsomely. We specified red cedar 
handsplit shakes:' 
Red cedar's beauty and versatility not only 
gave the architect the option to make a roof almost 
a wall... but also provided an enduring, weather- 
resistant surface with low maintenance require- 
ments. Plus, it's one of the best insulators a roof can offer. 
For your next project, consider the 
advantages of products with the potential 
to build new wonders of the world. 
Consider red cedar shingles and handsplit 
shakes. 
For information on "How to Specify; write 
Red Cedar Shingle & Handsplit Shake Bureau 
Suite 275, 515-116th Ave. N.E., Bellevue, WA 98004 
In Canada: 1055 West Hastings St, Vancouver, B.C. V6E 2H1 


These labels on red cedar shingle and pu 
handsplit shake bundles are your 

guarantee oí Bureau-graded quality 

Insist on them. 


rami 
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nevery way except cost. 


Charles Eames did not design his tables to 
compete in price with other tables. Although 
they do. 

Like his other works, Eames tables reflect 
his overriding concern for design integrity, 
for structure, function and materials. 

Eames approached tables like an architect, 
so his product is remarkably durable and 
stable. These tables will last for years. 

And they can beautifully accommodate 
almost every office need and decor. 

Finishes range from rich rosewood veneers 
and elegant marble to simple plastic laminates. 
Sizes and shapes vary from a 30" circular work 
table to a 22’ conference room table with a 
segmented base, Eames' innovation to 
support weight without bulk. 

Herman Miller builds the Eames tables. 
Builds them with quality workmanship and 
care. And to make your job easier, builds them 
in styles and colors that coordinate with 
other Herman Miller products. 

Your Herman Miller dealer has a selection 
of Eames tables that should convince you. 
Look carefully and you will see there is a vast 
difference between these and other tables 
you might choose. Even though it is not 
reflected in the cost. 

For more information, contact your dealer 
or Herman Miller, Inc., Zeeland, Michigan 
49464; Telephone (616) 772-3442. 


i herman miller 
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COINGION 


New York State Board Votes to Permit 
Advertising by Architects and Others 


Beginning Oct. 1, architects and other 
professionals in New York State will be 
permitted by the official licensing board 
to advertise their services and fees in the 
print media. They may also advertise on 
radio and television, but such information 
may not include notations of fees, because 
the possibility of abuse “seemed to be 
greater in the electronic media than in 

the printed media.” 

Although New York is the first state to 
have permitted such advertising freedom 
for professionals, other architectural reg- 
istration boards are said to be considering 
the issue. 

At its meeting late this month, AIA’s 
board of directors will consider the matter 
of advertising under the Institute’s new 
code of professional conduct adopted at 
the 1977 convention. 

The New York State Board of Regents, 
which regulates the licensing of all pro- 
fessionals except lawyers and clergymen, 
voted unanimously in its action. The 
board, which had been considering new 
professional conduct guidelines for more 
than two years, had initially proposed to 
permit advertisement of fees only in pro- 
fessional directories. However, in the 
wake of the recent Supreme Court deci- 
sion which ruled that a complete ban on 
advertising by lawyers of services and fees 
is unconstitutional (see Aug., p. 8), the 
board extended its ruling to permit adver- 
tisement of fees for "specified, routine 
services." It went one step beyond the 
Supreme Court, which ruled only on ad- 
vertising in the print media, to allow 
advertisement of services on radio and 
television. 

The New York State Association of 
Architects presented briefs at the board's 
hearings on the issue. Albert Efron, AIA, 
president of NYSAA, testified that the 
same rules of professional conduct should 
bind state and professional societies. “The 
state board, however, said that this was 
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not in the public interest," Efron says. 
“The state board's ruling puts AIA mem- 
bers in the middle between state law and 
professional ethics," Efron says, “and it 
also places AIA members at a disadvan- 
tage with architects who are nonmembers.” 

Peter Samton, FAIA, president of the 
New York chapter/AIA, says, "New York 
architects now have an obvious choice be- 
tween AIA's code and New York State's. 
The result is that architects in our state 
will be forced to decide for themselves 
what to do, and AIA may eventually lose 
out either through membership attrition or 
through having its code of ethics ignored. 
We tried to wish the issue away at the 
convention, but it is still there." 

The New York ruling has been attacked 
by the medical profession. Dr. Joseph G. 
Zimring, chairman of the state medical 
society's ethics committee, says that “no 
decent, honest doctor would advertise." 
He predicts that less than 5 percent of the 
doctors in the state will take advantage of 
the board's ruling, either on the advertise- 
ment of services or of fees. 


ABA Lists Types of Items 
Allowed in Advertisements 


During its recent convention in Chicago, 
the American Bar Association's house of 
delegates voted to adopt guidelines for 
lawyers in advertising their services to the 
public. The new code, endorsed by ABA's 
board of governors, lists specific items 
that lawyers may include in advertising. 
Permitted are the following: the at- 
torney's name, firm, address, telephone 
number, legal specialties, age, previous 
public offices, military service, bar asso- 
ciation titles, foreign language ability, 
bank references, names of clients (with 
consent) and credit card accepted. Also, 
the advertisement may indicate fees for 
initial consultation, a range of fees for 


various services, hourly rate charge and 
information on whether a more specific 
fee schedule is available upon request. If 
the figures are not likely to be deceptive, 
fixed fees may be included, with an indi- 
cation that actual cost may vary according 
to circumstances. 

The house of delegates also asked that 
a commission be appointed to monitor 
developments nationally and that a com- 
mittee study institutional advertising by 
ABA on behalf of all lawyers. 

The recent Supreme Court decision, 
which held that an advertising ban was 
unconstitutional, left open matters of 
"time, place and manner," ruling only on 
advertising in the print media. At a press 
conference, William B. Spann, ABA pres- 
ident, said he saw “no fundamental dif- 
ference between advertising in the print 
media and on television.” He said there 
was no objection “to flashing on a screen 
an acceptable print advertisement.” 


ASCE Told to Reinstate 
Members in Bidding Case 


Judge John M. Cannella, a U.S. district 
court judge presiding in New York, has 
rendered an opinion that the American 
Society of Civil Engineers has violated a 
consent decree made with the Department 
of Justice in 1972. Under the consent 
decree, ASCE agreed to remove its ban 
on the submission of price quotations for 
engineering services, but the Justice De- 
partment started a reinvestigation of 
ASCE in 1975 when the society suspended 
two of its members. 

Judge Cannella directed ASCE to re- 
instate the members, saying that their 
suspension implicitly retained the ban on 
competitive bidding. ASCE has contended 
that its action was caused by the members’ 
violation of Article 3 of its code of ethics 
which deems it to be unprofessional con- 
duct to “attempt to supplant another 
engineer in a particular engagement after 
definite steps have been taken toward his 
employment.” 

The case involved Y. K. Sunn and 
George K. Tozer, the two top officials in 
the Boston firm of Metcalf & Eddy, Inc. 

continued on page 12 
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Shoppers to attract, traffic to flow, 
— packages to gany This is the place for 
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Stanley automatic 
entrances. 


Retail Sone dnd shoe 
~ fineKit good business to ease the 
way for busy customers. Bulky packages, 
<umbréllas, children in tow. These are the problems 
that Stanley automatic doors are designed to 
answer. They’re also engineered to provide broad 
architectural flexibility and years of trouble-free use. 
^ Everything, in fact, you expect from the originator 
xr & IN and world's foremost maker of quality automated 


X UN B j doors. Stanley Door Operating 
À X Equipment, a Division of The | STANLEY | 
\ 4 "n - Wa A Stanley Works, Farmington, STA N L EY 


^ ER | CT 06032. helps you do things right." 
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Now there’s a typing system 
for architects and engineers. 


The Lanier AE lets you 
prepare perfect specifications, 
proposals and other typed work 
in half the time or less. 


Imagine presenting your clients and contractors 
with perfect, professional-looking documents 
every time—all originals, not off a copier—and 
regardless of "impossible" deadlines! 

With the Lanier Architectural/Engineering 
Typing System, most kinds of typing in your of- 
fice can be done in half the time it takes now— or 
less! You no longer have to marshall all available 
typists, or hire temps, whenever specs must be 
prepared. One secretary can do the work of 
many. 

Your cost efficiency improves dramatically. 
There's less proofreading to do and more time 
to do it in, far less likelihood of errors and has- 
sles, smaller liability risk. 

Lanier analyzed the typing done in many 
architectural and engineering firms, large and 
small—proposals, company resumes or bro- 
chure, bid forms, feasibility studies, specifica- 
tions, reports—and found numerous ways to 
slash the cost of typing. 

The Lanier AE Typing System records all typ- 
ing on magnetic discs. Your secretary can in- 
stantly retrieve any material needed and dis- 
play it on a video screen above her keyboard. 
Instead of spending days retyping, she makes 
only the editing changes you indicate. She in- 
serts or deletes words or entire sections, does 


flush-right hand margins, centers titles...while 
the AE automatically merges all these changes 
with the desired portions of your master text to 
produce a new, perfect document. Then the AE 
prints out as many copies as you require at less 
than 30 seconds a page! 

You can even use the AE in conjunction with 
the MASTERSPEC* program, now available on 
pre-recorded Lanier discs. This text, developed 
by PSAE, a wholly owned corporation of the 
American Institute of Architects, is a time-sav- 
ing guide for spec writers, now used success- 
fully by over 1,000 firms. 

Find out how the Lanier Architectural/Engi- 
neering Typing System can speed up almost all 
the typing in your office, from 
regular correspondence to 
massive project manuals. 
Send the coupon and ask 
for a free demonstration 
—or just request more 
details. Better yet, pick à 
up your phone right Y 
now and call us toll- : 
free at 800-241-1706. — W. 
Ask for Bob Jackson. 
(In Georgia call collect 
404-321-1244.) 


Lanier Business Products 
Typewriter Division 


Typing System 


arrange a free demonstration. 


Name 


1700 Chantilly Drive NE Atlanta, Georgia 30324 
[] I would like further information on the Lanier Architectural/Engineering 


CALL TOLL FREE 
800-241-1706 


| want to see the AE in action. Please have your representative contact my office to 


Title 


Company 


(please print) 


(area code) 


Business Address 
City 


State 
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Going On from page 8 

The difficulties started in Dec. 1972 when 
the board of a municipal water works in 
Bangkok, Thailand, authorized a com- 
mittee to begin negotiations with a joint 
venture of two engineering firms for 
supervision of a water works construction 
project. Before the joint venture was em- 
ployed, but after negotiations had begun, 
Metcalf & Eddy was asked by the Thai 
Engineering Co. if the firm wished to sub- 
mit an estimated charge for the project. 
The reply was affirmative, and the Boston 
firm and Thai Engineering later submitted 
a lower bid than the joint venture and 
were employed for the contract. 

ASCE argued that its disciplinary 
action was based on the "attempt to sup- 
plant" provisions of its ethical code. It 
also contended that the sole purpose of 
the 1972 consent decree was the elimina- 
tion of a ban on price competition, and 
was not intended to affect submission of 
price information in other situations. 

The consent decree, Judge Cannella 
ruled, *enjoins ASCE from prohibiting 
the submission of price quotations for 
engineering services whenever it occurs." 
Sunn and Tozer, he said, had only sub- 
mitted a price quotation and they should 
be reinstated in ASCE and their records 
expunged of any mention of the disci- 
plinary action. 

The Justice Department had also asked 
Judge Cannella to order the complete 
elimination of ASCE's supplanting pro- 
hibition, but Judge Cannella found that 
"the court has before it what is in reality 
merely a single instance" of the supplant- 
ing prohibition. “There is no reason to 
believe that it has been or will be used to 
thwart the purposes of the consent de- 
cree." He did, however, direct ASCE to 
refrain from enforcing the supplanting 
prohibition "in a manner which inhibits 
the submission of price quotations for 
engineering services." 

At this writing, ASCE has not decided 
whether to appeal. 

According to Nancy Truscott, Institute 
assistant secretary and legal counsel, the 
Justice Department has been reviewing 
AIA disciplinary cases involving charges 
of supplanting that have been decided 
since AJA signed a consent decree in 1972. 


UIA Plans Congress Theme 


"Architecture and National Development" 


is the theme of the 1978 world congress 
of the International Union of Architects 
to take place in Mexico City. Although 
national sections will submit papers, UIA 
also asks individual architects to make 
submissions. Details about topics and 
length may be obtained from: UIA World 
Congress, Melchor Ocampo 463-104, 
Mexico 5, D.F. Mexico. Closing date is 
Dec. 31. 
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GAO Seeks Tightening 
For A/E Accountability 


The General Accounting Office has pre- 
pared a report for Congress on “Proce- 
dures Used for Holding Architects and 
Engineers Responsible for the Quality of 
Their Design Work" (LCD-76-333, 7-14- 
77). The report finds that “some federal 
agencies are not adequately documenting 
causes for errors and omissions in plans 
and specifications prepared by architects 
and engineers in cases involving negli- 
gence.” It says that the government 
“should not pay increased construction 
costs when the A/E is responsible.” 

The report states that federal agencies 
have made very few attempts to “pursue 
potential claims against A/Es.” Agency 
officials have attached “a higher priority 
to avoiding construction delays than to 
building a case against an A/E.” Other 
reasons given by the agencies for not fol- 
lowing through on responsibility for 
change orders are that negligence is hard 
to prove, the government is not damaged 
by design omissions and administrative 
costs may outweigh recoverable costs. 

The report comments that federal ex- 
penditures for A/E work have amounted 
to about $300 million a year. To deter- 
mine the extent to which federal agencies 
are documenting pertinent facts to deter- 
mine responsibility for change orders, 
GAO examined 54 contracts valued at 
$534.2 million, the majority being for 
new projects that were over 70 percent 
complete. 

GAO found that 3,050 change orders 
valued at $30.2 million had been issued. 
Agency officials classified 1,575 of the 
change orders, costing $13.4 million, as 
“design deficiencies." The report remarks 
that agency officials say the term design 
deficiency is loosely defined “and used as 
a mechanism to expedite change order 
approval to avoid construction delays and 
spiraling costs." Upon investigation, says 
GAO, what appears as a design deficiency 
may turn out to be otherwise. 

The report recommends that certain 
steps be taken to enforce existing proce- 
dures. It recommends that the Secretary of 
Defense and the General Services Admin- 
istration administrator make sure their 
agencies: 

* “Identify the causes of change orders 
and determine individual responsibility, 
document design deficiencies and deter- 
mine any potential A/E liability for these 
deficiencies. 

* “Enforce A/E liability and recover 
costs when the A/E has performed negli- 
gently. This could be done on a selective 
basis in instances where administrative 
costs outweigh recoverable costs. 

* "Evaluate A/E performance objec- 
tively and exchange this information 


among agencies employing A/Es." 

Draft copies of the report were sent to 
various federal agencies, and there was 
general agreement with the recommenda- 
tions, says GAO. 

The report is being reviewed by the 
AIA federal agencies committee, chaired 
by H. Leslie Walker, FAIA, and by the 
Institute's department of government af- 
fairs staff. Bruce Schafer, director of fed- 
eral agency liaison at AJA, says that “no 
one could possibly object to placing re- 
sponsibility for negligence on the A/E if 
the negligence has been proved. But deter- 
mination of responsibility is a long process 
and can be expensive for both A/Es and 
the government. As the report indicates, 
the agencies are not fully documenting 
reasons for change orders according to 
principles and procedures that have al- 
ready been established." 


Shingle-Shake Jury Names 
Three Winners from 234 


Three first award winners from 234 en- 
tries have been selected in the 1977 
awards program sponsored jointly by AIA 
and the Red Cedar Shingle & Handsplit 
Shake Bureau. The biennial event honors 
"architects and their projects which dem- 
onstrate design excellence and significant 
functional or esthetic use of red cedar 
shingles or shakes." 


The winning entries are: 

* Single-family residence category: 
Adams residence, Roseau, Minn., de- 
signed by Thomas N. Larson, Chestnut 
Hill, Mass. 

* Vacation home category: Embarcadero 
Condominiums, Newport, Ore., designed 
by Campbell-Yost-Grube, Portland, Ore. 
* Residential multifamily category: Oakes 
College, University of Santa Cruz, Santa 
Cruz, Calif., designed by MBT Asso- 
ciates, San Francisco (photo above). 

The winners were selected by a jury 
consisting of Alfredo DeVido, AIA, New 
York City (chairman); Rodney Wright, 
AIA, Chicago, and Jane Hastings, AIA, 
and Al Bumgardner, FATA, both of 
Seattle. Going On continued on page 16 
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Plexiglas 
acrylic plastic is a 


priate for comparable forms of 
wood. For building uses, check 
code approvals. Impact resistance 
a factor of thickness. Avoid 
exposure to heat or aromatic 


Follow the S-U-N 
with skylights of 
PLEXIGLAS wn cursus 


(Skylight Utilization Network) computer program, 
we'll evaluate all the energy variables associated 
with single or double-domed Plexiglas brand 
acrylic plastic skylights you have on the drawing 
board right now—then provide you with a free 
technical analysis of the energy characteristics of 
these skylights. This analysis details how you can 
save millions of BTU's annually with properly 
designed Plexiglas skylights. And, the analysis 
will help you comply with the energy conservation 
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requirements established by state and municipal 
building codes. 


The S-U-N program meets demanding criteria 
—its based on standard practices set forth by 
ASHRAE and IES. S-U-N is really on the beam— 
PVA in fact, the program is so effective that 

FYN AAMA recently adopted it as a voluntary 
standard procedure for calculating sky- 
light annual energy balance (1602.1-1976). 


Write for our free illustrated brochure on the 
S-U-N computer program for energy conservation. 


HAAS N 


PHILADELPHIA, PA. 19105 


Outside Salt Lake City, Vulcraft and the Army Corps of Engineers 


544,400 square feet, to be precise. For a new warehouse facility they recruited Vulcraft to computer design steel joists and joist 

at Hill Air Force Base. The completed 1361’ by 400’ building girders specifically for the job. 

could accommodate thirteen football fields. The resulting Value Engineering Change Proposal showed 
The Corps of Engineers and the Air Force first considered that an estimated $300,000 could be saved by using Vulcraft 

making the facility an all concrete structure like its twenty year steel joists and joist girders instead of reinforced concrete. 

old counterpart next door. When the Army Corps of Engineers and the Air Force saw 
Then, Weyher Construction Company value engineered the that Vulcraft joists and joist girders were the least expensive 

structural system to see if they could reduce the contract price structural system for the job, they gave Weyher Construction 

without altering the function or characteristics of the com- the go ahead. Weyher then issued Vulcraft’s orders: deliver the 


pleted building. And to obtain the greatest possible savings joists and joist girders fast. In time to meet the original deadline. 
e TN P T d ne UNTIL... x —s -— » E i E 


covered a lot of ground together. 


Vulcraft came through with flying colors. Weyher Construc- 
tion came through with an on-schedule building. And the U.S. 


Government came through with an estimated $300,000 savings. 

The Vulcraft system might be able to save you money on 
your next job. So contact your local Vulcraft representative for 
details. Or write Vulcraft, P.O. Box 17656, Charlotte, North 
Carolina 28211 for your Joist and Joist Girder Specification 
Guide (See Sweet’s 5.2/Vu.). Or call 704/366-7000. 

What you'll get is action above and beyond the call of duty. 
No matter how much ground you want to cover. 
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Keonomy results from high strength to weight of steel joists and 
s joist girders. More efficient design and erection of primary 
+ structure ts possible because fewer columns and beams are needed. 


~ E The efficiency of Vulcraft's standardized column connections 
pur speeds up steel erection and saves costs through faster construction, 
less jobsite labor and lower crane costs. 
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Maximum utilization of interior space is possible because all 


lighting, heating, air conditioning, wiring, ducts and pipes can be 
aliod rough the open web steel joist construction. 
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P.O. Box 169, Fort Payne, / 
P.O. Box 1 arapeland, Tx. 75844 713/687- 
P.O. Box £ 'orfolk, Neb. 68701 402 


Masco, Inc., Centerville, Utah. Architect and Engineer: Reid & Tarics 
Association, San Francisco, California 
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19 Steel Frame Buildings 
Recognized in Competition 


Three of this year’s AIA honor award 
winners are among the 19 buildings to be 
named as award winners in the American 
Institute of Steel Construction’s 17th an- 
nual competition for steel-framed struc- 
tures. They are the Concord Pavilion, 
Concord, Calif., whose architect is Frank 
O. Gehry & Associates; Pennzoil Place, 
Houston, designed by Johnson/Burgee, 
and the John Hancock Tower, Boston, 
the work of I. M. Pei & Partners. 

The other winning buildings are: 
* Prince of Peace Lutheran Church, 
Burnsville, Minn. (architect: Frederick 
Bentz/Milo Thompson & Associates, 
Inc.). 
* Coal Street Park Ice Skating Facility, 
Wilkes-Barre, Pa. (architect: Bohlin & 
Powell). 
* Freightliner Corporate Headquarters, 
Portland, Ore. (architect: Boutwell, 
Gordon, Beard & Grimes). 
* Larkspur Ferry Terminal, Larkspur, 
Calif. (architect: Braccia/Debrer/Heg- 
lund). 
* Chicago Police Training Center, Chi- 
cago (architect: Bureau of Architecture, 
Chicago Department of Public Works, 
photo below). 


e American High School, Miami (archi- 
tect: Caudill Rowlett Scott). 

* National Air and Space Museum, 
Washington, D.C. (architect: Hellmuth, 
Obata & Kassabaum). 

è Satellite Ball Casting Plant, Chandler, 
Ariz. (architect: Lester B. Knight & As- 
sociates, Inc.). 

è John A. Volpe International Terminal, 
Logan International Airport, Boston (ar- 
chitect: Kubitz & Pepi, Inc.). 

* Robin Hood Dell West, Fairmount 
Park, Philadelphia (architect: John H. 
MacFadven & Alfredo De Vido). 

* Ramapo College Physical Education 
Building, Mahwah, N.J. (architect: 
Mahony & Zvosec/Kenneth DeMay). 

* House of Representatives and Senate 
Conference Facilities, Oklahoma City 
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(architect: Architectural Associates of 
Meyer/Brown, Inc.). 

e Physical Education Facility, University 
of Minnesota, Duluth (architect: The 
Leonard Parker Associates). 

* George L. Smith II Georgia World 
Congress Center, Atlanta (architect: 
Thompson, Ventulett, Stainback & Asso- 
ciates, Inc.). 

* Omni International, Atlanta (architect: 
Thompson, Ventulett, Stainbeck & Asso- 
ciates, Inc.). 

* Hennepin County Government Center, 
Minneapolis (architect: John Carl War- 
necke & Associates). 

The jurors were Robert G. Cerny, 
FAIA; Louis de Moll, FAIA; Selmon T. 
Franklin Jr., AIA; Stephen E. Johnston, 
and Walter McQuade, FAIA. 


*Misunderstanding Seen 
On Barrier-Free Criteria 


It is an erroneous belief that all federally 
assisted institutions must eliminate all 
architectural barriers in three years time, 
said David S. Tatel, director of the office 
of civil rights, Department of Health, Ed- 
ucation and Welfare, at a recent press 
conference. He said that HEW’s contacts 
with school, college and hospital admin- 
istrators “indicate a growing misunder- 
standing of at least one part of the regu- 
lations issued under section 504 of the 
Rehabilitation Act of 1973." In April of 
this year, a regulation was issued to im- 
plement section 504 which provides that 
programs funded by HEW must be ac- 
cessible to handicapped persons. 

“The regulations," Tatel said, “do re- 
quire that enough buildings or parts of 
büildings be made accessible so handi- 
capped persons can participate in the 
activity being supported by HEW funds." 
There is, however, “no prescribed number 
or percentage that is required. The object 
is to make the programs of an institution 
accessible, not every classroom or dormi- 
tory room." 

An explanation of the regulations 
issued in July by HEW states that “it does 
not require that every building or part 
of a building must be accessible. Struc- 
tural changes to make the program ac- 
cessible must be made only if alternatives, 
such as reassignment of classes or home 
visits, are not possible." 

One alternative to structural changes, 
Tatel said, might be the use of aides in 
libraries. The aides could locate and de- 
liver required materials to the handi- 
capped. Another method would be to re- 
locate courses in which handicapped stu- 
dents have enrolled to newer buildings 
that are already accessible. 

Tatel said that legitimate costs imposed 
by enactment of the law are a serious 
enough problem “without the additional 


headache caused to administrators by un- 
founded fears." The requirements, he said, 
will be *less burdensome" than antici- 
pated, once institutions begin actual de- 
velopment of the transition plan. 
According to the law, all buildings 
for which site clearance has begun after 
June 3, 1977, *must be designed and con- 
structed to be accessible to handicapped 
persons from the start." 


MASTERSPEC Provides a 
‘Short Language Version’ 


The architect who wants specifications for 
a sauna will find them in the newly de- 
veloped “short language version" (SLV) 
of MASTERSPEC, the automated master 
spec system developed by Production 
Systems for Architects & Engineers, Inc. 
MASTERSPEC is a direct method by 
means of which the small firm is supplied 
with information about well-established 
technology that heretofore has been the 
unique possession of the big office. As 
comprehensive as MASTERSPEC is, 
however, the SLV contains additional 
data even more useful for the small office 
and for small projects—such as specs for 
a sauna. 

“The SLV,” explains John Schruben, 
FAIA, president of PSAE, “tends to be 
more applicable to small firms because 
they are more likely to be working on 
small projects. The SLV also is particu- 
larly appropriate, for example, in cases 
where the owner is also the builder." The 
SLV is appropriate in situations where 
the architect wants to record decisions in 
a way that will minimize liability exposure 
through an indication of minimum in- 
volvement, Schruben says. “For large 
projects, the SLV text can be used very 
handily to prepare the ‘nonscope’ text of 
an outline spec for the design phase.” 

As Schruben explains it, “The SLV 
skips over most of the ‘boilerplate’ provi- 
sions of a typical ‘complete’ spec, concen- 
trating primarily on the selection of ma- 
terials, equipment and systems. It is very 
lean on installation requirements and en- 
forcement provisions. It assumes that the 
construction industry beyond the archi- 
tect’s office knows how to perform prop- 
erly. If not, no amount of spec boilerplate 
is likely to be of much value, partly be- 
cause of a typical reluctance to read the 
specs in the first place.” 

The average SLV master section is 
three pages in length, and usually edits 
for project use to an average of less than 
a page. Information is kept in the se- 
quence of the three-part format in 
most instances, but the parts are not 
indicated. 

The SLY is printed on buff paper to help 
distinguish it from other MASTERSPEC 
sections. continued on page 20 


Textured 
Structural Tile... 


the quality 
look that lasts 
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Consider the colors and textures now 
available in structural clay tile from 
Stark. They offer new design possibilities 
with the functional benefits found only 
in load-bearing clay masonry walls. 

Energy is conserved ("U" factor for 
a 10" insulated cavity wall is only 0.072 
BTU/hr./sq. ft./ degree F). Wall colors are 
permanent and non-fading for the life 
of the building. The ceramic coating 
simplifies cleaning, provides abrasion 
and impact resistance . . . just as with 
structural glazed facing tile. 

Zero flame spread, a minimum com- 
pressive structural strength of 1,500 PSI, 
and sound transmission coefficient (STC) 
rating of 45 are additional benefits. 

Investigate the ultimate cost and value 
of a Stark textured structural tile wall 
system for high abuse and minimum 
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Interior and exterior installations of Stark textured tile. 


maintenance areas as well as for pure 
beauty and endurance inside or out. 

For further information, refer to our 
catalog in SWEET'S 4.4/St, or call TOLL 
FREE 800-321-0662. In Ohio, call collect 
(216) 488-1211. Stark Ceramics, Inc., 
P.O. Box 8880, Canton, OH 44711. 
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The low, low price. 


LOW.LOW It could prove to be the most expensive 
part of your lighting purchase. 


if . 
ee Look... you could buy a bunch of components, D 
AODITONAL ADDERS sweat out their arrival, return whats damaged Sterner's^ too 
' and assemble what's left. Or you can buy a expensive. 


BLAH 
BLAH complete lighting system from Sterner. 
BLAH “But,” you're probably saying, “Sterner’s too expensive.” Well, 
get ready for a surprise. When you come right down to the 
bottom line— your actual installed cost— we're as low as, 
or lower than the others. And you'll be getting the 
very best quality, plus exclusive features like 


JS 4 Sterner's U-B-R. 
,UBRE / What the hell is a U-B-R? 


Vu Sterner's Unitized Ballast/Reflector assembly. It's 
: a complete system that includes capacitor, ballast, 
socket, lamp, and hydro-formed reflector in a single, 
hinged, removable module. It contains a quick connect and disconnect 
system, and also provides easy access for installation and maintenance. 
All this plus precision photometrics. Neat, huh? 


We go to great lengths 
with our light poles. 
Sterner light poles come in just about every 
size and style imaginable. Round 
Tapered and Square Tapered / 
in steel and aluminum. 
Round Straight and Square 
Straight in steel and 
aluminum. Plus special 
shapes in aluminum; 
Indented Corner, : 
Cruciform, Octagonal, Hexagonal, and H- Parm, Even aluminum poles 
with wood accents. If you can't find what you need, give us a call 
and we'll build it for you. 
All poles are engineered for a wind load of 100 MPH. 


GOODIES. 


Small goodies that can make a big difference. 


Prewiring is an excellent way to save time on the job site. 
Our prewired poles and luminaires contain 
premium electrical wire, a ground wire and 
lug, a strain relief, multi-tap CWA ballastry, 
stainless steel hardware, and waterproof fuse holders 
for HID systems with base ballastry. Then, just to make 
sure your life is not complicated by problems, we test 
all systems before shipment. 
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Man-hours mean money. 
One of the most time consuming jobs is painting poles in the 
field. By the time two men apply two coats of paint (don't 
forget to figure in the drying time), you could have bought 
a sophisticated, longer-lasting factory finish. And 
probably saved money to boot. 


Who else do you know who can bake a 
finish on a one-piece 40-foot pole? 


We operate a 120,000 sq. ft. plant that does nothing else 
but apply finishes. Exotic finishes. Like KYNAR 500* 
(fluoropolymer), DURACRON Super 850% (silicone 
polyester), or IMRON* (polyurethane). Most of our poles 
and luminaires are baked acrylic enamel over an epoxy primer. 
Electrostatically 

applied. Tough stuff. 
That's why Sterner 
offersthe best warranty 
inthe business. Whenour 
products look good, > 
you look good. 


The 40-foot-long “baggie” 

It should come asno surprise that, after building the best product on the market, we take 
great care to protect it in transit. So we put all factory-finished poles and 
luminaires in big polyethylene baggies, box them in cardboard, and load 

Sida th them on our company-owned, air cushioned truck trailers. 

ANCHOR 

Tell us where your anchor bolts are. 

Sternlite is a separate corporation that runs a fleet of tractors and trailers 

for the express purpose of expediting delivery directly from factory to job 

site. But that’s not all. We have actually delivered each unitright toits anchor 

bolt location. And we deliver on time! That fact alone can eliminate 

90% ofthe headaches on yournextjob. 


OUT OF SIGHT 


The bottom line. | 

As we Said atthe beginning, it’s yourinstalledcostthat | 
counts and we believe you'll find Sterner as low as, 
orlowerthan the others. Think aboutit. Thengiveusacall. | 


STILL TOO HIGH 
WELL, MAYBE 
THAT'S MORE LIKE IT 
STERNER ! 


KYNAR 500 is a registered trademark 


f Pennwalt Corporation 


JURACRON Super 850 is a registered trademark 


of PPG Industries LIGHTING SYSTEMS 

MRON is a registered trademark INCORPORATED 

f Du Pont Company Winsted, Minnesota 55395 
(612)485-2141 
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Currently, Schruben says, PSAE cannot 
offer the SLV by itself as a separate form 
of subscription. “The user must have the 
more detailed text and instruction sheets 
for reference, even though he primarily 
uses the SLV for producing project specs." 

For detailed information about MAS- 
TERSPEC and SLV, write: PSAE, 1735 
New York Ave. N.W., Washington, D.C. 
20006. 


Children’s Zoo Named for 
Architect James Whitford 


Since its opening in 1970, the children’s 
zoo in Staten Island, N.Y., went unnamed. 
In July, however, it was dedicated as the 
James Whitford Children's Center in 
memory of its architect. Mr. Whitford, 
who died in Feb. 1976, was secretary of 
the Staten Island Zoological Society for 
18 years. 

The center, said its director, A. F. 
Coggins, “will be a memorial to a man 
whose life is a constant reminder of what 
dedication, loyalty and selflessness can 
accomplish and contribute to a commu- 
nity." Vincent Gattulo, president of the 
zoological society, said, “Thousands of 
children are enchanted every year by the 
center's imaginative design and, before his 
death, Jim spent many happy moments 
watching them enjoy the fruit of his 
labors." 

Mr. Whitford was one of the founders 
of the Staten Island chapter/AIA in 1947 
and served as its president in 1963-67. 
He also was a director of the New York 
State Association of Architects. 

A third-generation architect, Mr. Whit- 
ford studied architecture at Pratt Institute, 
Yale University, New York University 
and the Ecole des Beaux Arts. He was the 
architect of many structures, including 
apartment houses, office buildings and 
churches. 


Inquiry into Prison Fires 
Sought by Plastics Industry 


A joint industry-government task force to 
consider the problem of prison and jail 
fires caused by arson has been proposed 
by the Society of the Plastics Industry. A 
total evaluation of the problem is re- 
quired, said Ralph L. Harding, president 
of SPI, because of the fire in June in a 
jail in Maury County, Tenn., the July 
fire in the federal prison in Danbury, 
Conn., and other prison and jail fires set 
by arsonists in recent years. 

He said that following the recent fires 
there had been talk of *banning this or 
that material involved. That is a simplistic 
approach and will not solve the problem. 
It does not answer what you replace the 
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banned material with." 

What is required, Harding said, is an 
approach that will require the combined 
efforts of architects, specifiers, correc- 
tional officials, fire experts, fire testing 
agencies and materials manufacturers. A 
two-fold approach is needed, he said: 
“First, the establishment of performance 
standards for materials, based on stand- 
ardized fire tests, and, second, develop- 
ment of comprehensive systems and pro- 
cedures for protecting lives in case fire 
does occur." 

This must be coupled, he said, with 
preplanning, personnel training, evacua- 
tion procedures and proper equipment. 
such as vent fans, hoses, masks and per- 
haps automatic detection and suppression 
equipment. “If correctional institutions 
are going to continue to use combustibles 
—whether synthetic or natural materials 
—they need to protect arsonists against 
themselves, and to protect others against 
arsonists," Harding said. 


Religious Architecture 
Groups to Merge Jan. 1 


The Guild for Religious Architecture, the 
American Society for Church Architec- 
ture and the Commission on Church 
Planning and Architecture have agreed to 
merge into one organization to be called 
the Society for Religious Arts and Archi- 
tecture. The merger, to become effective 
Jan. 1, 1978, will bring together some 500 
members of the three groups who share 
concerns for the design, construction, fi- 
nancing, operation and maintenace of 
church and church-related structures. 

Members of the three groups in at- 
tendance at the National Interfaith Con- 
ference on Religion and Architecture in 
July approved proposed bylaws and elect- 
ed some new officers and board members. 

Rolland H. Sheafor, president of the 
board of church extension of the Disciples 
of Christ, Indianapolis, and president of 
the American Society of Church Archi- 
tecture, will head the new group. John G. 
Pecsok, AIA, architect and planner in the 
firm of Pecsok, Jelliffe & Randall of In- 
dianapolis and currently president of the 
Guild for Religious Architecture, was 
elected vice president. Harold R. Watkins, 
vice president of the board of church ex- 
tension of the Disciples of Christ and 
chairman of the Commission on Church 
Planning and Architecture, was named 
secretary. Elected to treasurer of the new 
organization was Dana A. Gangwere, 
AIA, of Reading, Pa., currently treasurer 
of GRA. 

Seven section chairmen have been 
elected to head program thrusts for the 
new organization. In charge of architec- 
ture will be Nils M. Schweizer, FAIA, of 
Winter Park, Fla. 


NASA Seeking Concepts 
In Outer-Space Assembly 


The National Air and Space Administra- 
tion has contracted with Lockheed Mis- 
siles & Space Co. in Sunnyvale, Calif., 
for a three-year project which would help 
develop basic concepts for building huge 
power plants, factories and even cities in 
outer space. Efforts will concentrate on 
new technology for basic structural com- 
ponents that are lightweight but strong, 
and on innovative construction methods. 

Harold Bush, manager of the program 
for NASA, says that a primary objective 
will be “to find designs that let us fit the 
absolute maximum of construction ma- 
terials” into NASA's space shuttle's cargo 
bay. Once in outer space, workers would 
assemble the components in "erector-set 
fashion." 

Robert R. Johnson, who will manage 
the program for Lockheed, says that "sci- 
entific support has been growing for the 
construction of power stations in space 
that would send energy back to earth in 
the form of microwaves." The weightless 
environment of space, he says, could also 
be “an ideal setting for factories that 
manufacture certain specialized products, 
such as perfect crystals for electronic com- 
ponents and other items that cannot be 
made on our planet's surface as efficiently 
as in a zero-gravity environment." 

If the concept becomes a reality, it is 
envisioned that eventually it would be 
necessary to build entire cities in space to 
house the people needed to operate the 
factories and to build and maintain power 
stations and antennas. 

This view is consistent with the beliefs 
of former astronaut Russell Schweickart, 
who spoke at the AIA convention in San 
Diego. In an interview published by the 
JOURNAL in May (p. 58), Schweickart 
said that *we will be seeing more or less 
permanent human habitats in outer space 
by the late '80s, maybe even the mid '80s. 
This will challenge the whole society, and 
especially architects." 


Womenin Architecture: 
A Symposium and Exhibit 


A symposium directed to women archi- 
tects is scheduled to take place Nov. 19 
at Rice University in Houston. Nationally 
recognized women in architecture, the 
arts and politics have been invited as key- 
note speakers and panelists. 

In connection with the symposium, an 
exhibition which interprets the involve- 
ment of women in architecture over the 
past 200 years will be on display at the 
Houston Public Library from Nov. 1 
through Nov. 22. The exhibition, which 
took two years to assemble, was organized 

continued on page 92 


This Haws electric water cooler beckons to those in wheelchairs and the 
general public alike. It promises the satisfaction of cool water for all, 
fulfilling the requirements of Public Law 90-480 and most state codes. 
Dual, self-closing operating lever valves offer greatest possible 
accessibility. All-stainless steel exterior eases maintenance, assures 
permanent brilliance. Electric water chiller with 5-year warranty is 
packaged in a metal enclosure; easily installs behind louvered panel. 


Model HWCD-8 wall-mounted electric water cooler is the ideal unit to 
specify for schools, hospitals, office complexes, or any other projects 
where building construction, leasing or financing involves federal funds. 
Get full facts on Model HWCD-8 from your nearest Haws Representative 
or Haws Drinking Faucet Co., 1441 Fourth Street, 

Berkeley, CA 94710. 


IT'S TIME TO ENTER 
THE 4TH ANNUAL 

CRSI DESIGN 
AWARDS PROGRAM 


Concrete Reinforcing Steel Institute announces a Call for Entries in the 1977 CRSI Design 
Awards Program. This is the fourth annual program recognizing design professionals by 

honoring creative design achievement using cast-in-place concrete in which conventional 
reinforcing bars are the predominant reinforcement. 


HERE'S HOW: 


The following requirements correspond 
to those of the AIA Honor Awards Pro- 
gram. Entries prepared for the AIA Pro- 
gram may be submitted in duplicate to the 
CRSI Design Awards Program. However, 
please also include the descriptive data 
sheet specified in item 4. All other entries 
should be prepared as specified in items 
1 through 5. No entry forms are required. 


7| . BINDER —All material must be con- 
tained in an 8%" x 11" binder. 


2. PHOTOGRAPHS AND SLIDES For 
every project, submit sufficient photo- 
graphs (either black and white or color), 
slides, and plans to properly illustrate the 
design solution. A// architect and project 
identification must be removed from all 
such submitted materials. Minimum re- 
quirements are set forth below: 


Exterior 


m One 8" x 10" print showing each ex- 
posed side of the building. 


m One additional 8" x 10" print showing 
the immediate environs of the building 
as these abut the selected side being 
shown (may be omitted if environs are 
included in above). 


For a group of buildings or an urban 
project (or segment thereof), one 8" x 
10" photograph of the project sufficient 
to illustrate the concept including rela- 
tionship to its environs. 


Interior 
m One 8" x 10" print. 


Slides 

A minimum of five 2" x 2" 35mm color 
slides must be included for each entry 
—three exterior views and two interior 
views. They are to be of completed 
buildings and emphasis should be on 
adequate effective slides which show 
the merit ofthe project and each facade 
of the building. 
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<3. PLANS- Site plan—at small scale, 
showing the project and its immediate 
environs. Floor plan or plans and one or 
more sections —sufficient to explain the 
solution. Plans must be at scale, but may 
be shown in any medium. Scale at discre- 
tion of entrant, as large as practicable. 
Scale must be shown graphically. 


Plans must be on 8/7" x 11" sheets placed 
in transparent window sleeves. 


4. DESCRIPTIVE DATA- To preserve 

anonymity during judging, submit the fol- 

lowing data typewritten on plain white 
%" x 11" paper. 

* Description of type of structure. 

* Size of structure in total square footage. 

* Date structure was completed or sched- 


uled for completion 


IMPORTANT: 


Please provide complete information on 

the following three sections. 

A. Structural framing system: Indicate 
which portions of system are conven- 
tionally reinforced, prestressed, or 
precast concrete. (Remember, struc- 
ture must be predominantly site-cast 
and conventionally reinforced.) 

B. Unique structural and/or architectural 
design features: Describe any that de- 
serve special consideration by the 
jurists. 

C. Reasons for choosing reinforced con- 
crete: Please be specific and include 
comparisons with other structural sys- 
tems where applicable. 


E3. CONCEALED IDENTIFICATION—All 
information requested here must be in- 
cluded on a separate typed sheet. Please 
be certain that a// spelling and a// punc- 
tuation are absolutely accurate. 


W Proper name of structure. 


m Name, address, and phone numbers of: 
Architect 
Engineer 
Contractor 
Owner 


m All titles or other designations such as 
consultant, associated architects, pro- 
ject architect, architect in charge, as- 
sociate architect, etc 


m All city and state locations 


THE WHAT, WHO, WHEN, 
AND WHERE OF 
THE AWARDS. 


Categories of Awards The program is 
open to site-cast reinforced concrete 
structures of all types 


Criteria of Awards Esthetic expression, 
engineering achievement, functional ex- 
cellence, or economy (or any meritorious 
combination of these qualities). 


Type of Award Several Awards will be 
presented, each equally acknowledging 
excellence of achievement. Each Award 
will consist of (1) engraved commemo- 
rative plaques for architect, engineer, and 
owner, (2) publication of the winner's 
story and structure in print advertising 
sponsored by CRSI, and (3) presentation 
of the Award at a special ceremony at the 
CRSI annual convention held at the Wig- 
wam, Phoenix, Arizona, in May 1978. 
From each firm submitting a winning 
entry, one representative (and spouse) 
will be invited to attend the Award pre- 
sentation ceremony as CRSI's guests. 
Appropriate local award ceremonies will 
be arranged for the remaining members 
of the winning design firms. 


The Jurists A distinguished panel of rec- 
ognized professional architects and en- 
gineers from throughout the United 
States will select the winners. 


Who Is Eligible The 1977 CRSI Design 
Awards Program is open to all registered 
architects and engineers (entrants may 
be individuals or teams). Eligible struc- 
tures must be located within the conti- 
nental United States and have been 
completed since January 1, 1975, or es- 
sentially finished by November 15, 1977. 


Circle 13 on information card 


FOR 
CREATIVE DESIGN ACHIEVEMENT 
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reinforced concrete Pd 

construction 


AIA Approval This program has been 
approved by the American Institute of 
Architects and is patterned after the AIA 
Honor Awards Program. 


Announcement of Winners To be made as 
soon after judging as practical. 


Ownership and Publication of Entries All 
entries shall become sole property of 
CRSI. No materials will be returned. CRSI 
reserves the right to use or publish all 
entries and accompanying materials in 
CRSI advertising, CRSI publications or 
for any and all editorial purposes and by 
entering, entrant grants a royalty-free 
license to CRSI to use any copyrighted 
materials. Such right includes publication 
of photographs and names of Award win- 
ners without compensation to winners. 


Jurists’ Decision Shall be Final Upon 
entering the 1977 CRSI Design Award 
Program, entrants waive their right to 
make a claim against the panel of jurists 
(or any member thereof), or to make a 
claim against Concrete Reinforcing Steel 
Institute (or any member thereof) 


DEADLINE. 


All entries must be received no 
later than NOVEMBER 15, 1977 
at CRSI headquarters (address 
below). 


MAIL ENTRIES TO: 


CONCRETE REINFORCING 
^. STEEL INSTITUTE 


———x» 180 North LaSalle Street, Room 2111 D 
Chicago. Illinois 60601 
Attention: Victor A. Walther, Jr 
Director of Marketing 


For more information on Professional Membership 
Program, write to Director of Marketing. 
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1976 CRSI DESIGN 
AW ARDS WINNERS: 


HEADQUARTERS BUILDING, ARAPAHOE 
CHEMICALS, INC., Boulder, Colorado 

Jury Comments: Although there is a mixture of 
spaces, the visual unity achieved looks as though 
they were made for each other...an energy- 
efficient building with judicious use of glass 
Owner: Arapahoe Chemicals, Inc., Boulder, 
Colorado. 

Architect and Structural Engineer: A. M. Kinney, 
Inc., Architects and Engineers, Cincinnati 

and Denver. 

General Contractor: Centric Corp., Lakewood, 
Colorado 


GATEWAY PLAZA, Newport Beach, California 
Jury Comments: "Pleasant, relaxed, and varied 
setting... excellent example of an economical and 
straightforward approach...wide spans offer great 
don 

Owner: The Irvine Company, Newport Beach, 
California 

Architect: Robert M. Thomas A.I.A. & Associates, 
Newport Beach, California 

Structural Engineer: Robert Lawson, Newport 
Beach, California 

General Contractor: Swinerton & Walberg 
Company, Los Angeles, California 


WOODRUFF MEDICAL CENTER 
ADMINISTRATION BUILDING, Atlanta, Georgia 
Jury Comments: "Bold, dynamic architectural 
solution...use of concrete, both structurally and 
as a finish material, is sympathetic to functional 
needs 

Owner: Emory University School of Medicine, 
Atlanta, Georgia. 

Architect and Structural Engineer: Heery & Heery, 
Architects & Engineers, Atlanta, Georgia 
General Contractor: Batson-Cook Company, 
Atlanta, Georgia 


NEW NORTH COMMUNITY SCHOOL, 
Springfield, Massachusetts. 

Jury Comments: "Pleasant, cheerful, and exciting 
in spite of almost impossible site...top lighting 
and skylighting create bright, attractive interior 
surfaces" 

Owner: Springfield School Building Commission, 
Springfield, Mass. 

Architect: Perkins & Will Architects, White Plains, 
New York. 

Structural Engineer: Perkins & Will Architects, 
Engineering Division, Washington, D.C 

General Contractor: Daniel O'Connell & Sons, 
Holyoke, Mass 


CENTRE SQUARE, Philadelphia, Pennsylvania 
Jury Comments: “The linking together of the two 
office towers with the galleria becomes an 
exciting experience...lower levels are uniquely 
alive 

Owner: Centre Square, Inc., Philadelphia, 
Pennsylvania 

Architect: The Kling Partnership, Philadelphia, 
Pennsylvania 

Structural Engineer: Farkas, Barron & Partners, 
New York, New York 

General Contractor: Tishman Construction 
Company of Pa., Inc., Philadelphia, Pennsylvania 


NATIONAL BANK OF COMMERCE, 

Lincoln, Nebraska 

Jury Comments: “The clarity of the total building 
is well-achieved through the use of simple 
structural forms and proportions... reinforced 
concrete has been excellently exploited (in) 
large entrance 

Owner: NBC Company, Lincoln, Nebraska 
Architect: |. M. Pei & Partners, New York, N.Y. 
(Associate Architect: Davis Fenton Stange & 
Darling, Lincoln, Nebraska.) 

Structural Engineer: Weiskopf & Pickworth, 
New York, N.Y. 

General Contractor: H. C. Beck Company, 
Phoenix, Arizona 
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WE STILL MAKE THEM THE WAY WE 
USED TO. BY HAND. 


"Today's architects still call on the same masonry \ design has demanded parallel innovations to execute 


craft skills that architects and master builders of 200 \ them. Masonry panels afford the architect design 
—and 2,000 — years ago relied on. For masonry is \ flexibility not known before while still assuring 
still the best way to build. Still the least expensive. \ unparalleled craftsmanship. Loadbearing ma- 
The mechanics of creating walls with mortar \ sonry systems permit fast, economical construc- 
and brick, or block, or stone, have changed little. tion and afford the designer a broader palette. 
But technology in the production of masonry ma- | The reasons for masonry’s ageless popu- 
terials as well as on-site automation of materials larity are many. Permanence. Beauty. Flexibil- 
handling have changed enough to maintain ma- ity. And economy. There is simply no more 


sonry's reputation: it's stingy with the tightest bud- 
get. In fact, masonry structures are usually lowest in 
initial cost. Consistently low in operating costs. So it's no wonder we're still making them the 
Masonry materials have taken on new dimen- sa way we used to. The trowel is still one of the 
sions, new colors, new textures. And innovative -— building designer's handiest tools. 
| 


energy-efficient, durable, easily maintained 
building material known to man. 


M 


9! INTERNATIONAL MASONRY INSTITUTE 


Suite 1001, 823 15th St., N.W., Washington, D.C. 20005, (202) 783-3908 
The Mason Contractors and Bricklayers Union of the USA & Canada. 
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In the ENR 500 League, 
Shand, Morahan keeps 
raising its average. 


One year ago, we supplied E&O cover- 
age to 24% of the world’s 57 largest de- 
sign-constructors. This year, 35% of this 
group are our clients. 

Of the remaining ENR top 500*, we've 
increased our share from 2096 to 2596 
in the past year. 

In short, the switch to Shand, Morahan 
& Company for E&O by big league de- 
sign-constructors and design firms con- 
tinues. And for good reasons: Flexible, 
custom designed coverage. Competitive 
rates. And the most prompt, courteous 
service available anywhere. 

If your firm can benefit from a better 
E&O program, let us go to bat for you. 
Have your broker give us a call. 


"Engineering News-Record; May 19, 1977 
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AASOURIN AL 


he JOURNAL has a special reason this year for urging its 
architect-readers to speed their entries to the 1978 AIA 
honor awards program. 

Anentry blank was included with the 4/4 Memo for 
Aug. 15. It should be returned as soon as possible since the 
submissions themselves must be postmarked no later than 
Oct. 31, and it takes time to get the awards binders 
prepared and mailed. Anyone without an entry blank can 
get one from Maria Murray, director of awards programs. 
at AIA headquarters, telephone (202) 785-7390. 

Once again there will be two broad categories of awards, 
bestowed by two separate juries, one on new work and the 
other on extended use (restoration, rehabilitation and 
adaptive use of existing buildings). Energy efficiency will be a 
matter of special consideration. 

One reason for urging widespread participation in the 
program, of course, is to help assure that the awards will be 
representative of the best in American architecture, and of 
the full range of architectural practice and endeavor. 

Our special additional reason is that next May the 
JOURNAL will inaugurate the Annual of American Archi- 
tecture. The Annual willinclude all of the 1978 award 
winners. And in addition, all award submissions will be 
considered for inclusion in the Annual. 

Our goalin launching the Annual isto provide a con- 
tinuing record of trends and accomplishments in American 
architectural design. It will be published as an extra and 
enlarged issue of (he JOURNAL, but it will be circulated to in- 
terested laymen as well as to our usual professional audience. 

D.C. 
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Detroit's Renaissance Center(right) is the most dramatic example to 
date of a spreading urban phenomenon. By Colden Florance, AI A 


Standing at the river's edge in downtown 
Detroit is the amazing Renaissance Cen- 
ter. Unlike anything else in the city, the 
gigantic crystal castle-like complex with 
five towers dwarfs and beggars all its 
neighbors and has a make-believe quality 
like the Emerald City of Oz, the Starship 
Enterprise or something out of an Esher 
drawing. 

Renaissance Center also represents a 
new phenomenon in urban design. Incor- 
porating spaces for a variety of activities, 
including shopping, work, entertainment 
and lodging, it is a mixed use develop- 
ment (MXD), a design and development 
concept regarded by some as a new hope 
for revitalizing beleaguered American 
cities. 

The moving force behind RenCen (its 
popular sobriquet) was Henry Ford II; 
as architects he chose John C. Portman & 
Associates, whose previous work more 
than qualified them for the assignment. 
Having designed Embarcadero Center in 
San Francisco and Peachtree Center in 
Atlanta, John Portman, FAIA, under- 
stood the magnitude of the undertaking 
and knew something about the develop- 
ment, marketing and financing dynamics 
of such a bold enterprise. 

Henry Ford's vision, in founding the 
Detroit Renaissance Committee in 1970, 


Mr. Florance is a partner in the Washing- 
ton, D.C., architectural firm of Keyes, 
Condon & Florance. 
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was meant to reverse the disintegration 
of downtown Detroit. The city symbol- 
ized, in aggravated form, the distress of 
cities all over America. The steady flight 
of business to Detroit's suburbs was 
draining the CBD, while regional shop- 
ping centers, such as Northland, had 
seriously hurt the retail core. Middle- and 
upper-income families, meanwhile, were 
abandoning the city, and postriot images 
of crime and violence presented a picture 
of desolation. 

The Detroit Renaissance Committee 
gave impetus to the formation by other 
business leaders of the Renaissance Cen- 
ter Partnership, which has the participa- 
tion of 51 metropolitan area corporations. 
The partnership is the largest private in- 
vestment group ever assembled in the 
U.S. for a major real estate development 
and is responsible for an equity invest- 
ment of $137 million. The construction 
loan of $200 million was handled by a 
consortium of 28 banks; permanent finan- 
cing involves the participation of five 
financial institutions. 

Everything about the RenCen looms 
larger than life. The centerpiece of the 
complex is a cylinder housing a 1,400- 
room, 73-story hotel, the tallest in the 
world. Sheathed in a taut skin of glass 
and flanked by four 39-story office towers 
containing 2.2 million square feet of 
space, the hotel stands at the center of the 
50-acre site on a four-level, 14-acre 
podium. The podium serves as base for 


over 350,000 square feet of retail space, 
enough for a major regional shopping 
center. It also accommodates 1,300 cars 
inside—another 4,100 outside—and is the 
starting point for six open levels of dra- 
matic space. 

The central component is a multilevel 
public space, centered under the hotel 
tower, and includes restaurants, cocktail 
lounges, hotel reception areas, hotel ele- 
vator lobbies and meeting spaces. 

The space is open throughout, and on 
its perimeter are ring-like promenades 
and escalators that are rotated just enough 
at each level to afford deep views. Where 
the office and hotel towers meet the 
podium, there are skylights and from the 
center outward are controlled views back 
into the retail spaces. 


Downtown, Renaissance Center and the 
Detroit River; at left, RenCen's site plan. 


It is in this central space that all the 
action and excitement occur. The princi- 
pal material is exposed concrete with a 
considerable amount of sand-finished 
plaster at soffits and other similar spots. 
Light, both artificial and natural, together 
with greenery and water, are used to meld 
the whole into a remarkably consistent 
composition. Sparkle is provided by trans- 
parent hangings, fountains, a large, free- 
standing sail-like sculpture and a multi- 
story square concrete column with water 
washing down its four faces. Furnishings 
are trendy but in keeping with the space, 
and there is motion everywhere as people 
move to and fro. 


The hotel floors are straightforward 
and pleasant and not unlike those of other 
recent first class hotels, except that rooms 
are shaped like pie slices. With elevators 
at the center of the cylinder, the inner 
ring of circulation is convenient and 
direct. At the top there are three levels 
of entertainment space—on one a res- 
taurant, on the other two, cocktail 
lounges. The views over Detroit and 
across the Detroit River to Canada are 
stunning. An elevator facing the river 
takes visitors from the atrium space 
through the skylight and up 70 floors in a 
glass tube attached to the larger cylinder. 

Unlike the hotel, the office towers are 
framed in steel, have deeply chamfered 
corners and are square in plan. The angle 
at which they sit, cocked 45 degrees on 


the podium, heightens the visual impact 
of the central hotel shaft and gives the 
exterior of the complex a radial, almost 
unfolding feeling. On the outside edge of 
each tower is a glass-sheathed, cylindrical 
express elevator reaching to the roof; ele- 
vators on the inboard chambers only go 
halfway up. The glass elevator tubes re- 
peat the theme of the central shaft and 
seem to hold the office towers tightly in 
place. The main elevator lobbies for the 
office towers are reached by shuttle ele- 
vators from the street level—a situation 
often confusing to the visitor. 

The four bronze towers look like office 
buildings and contrast markedly with the 
smooth, undifferentiated gray glass facade 
of the hotel. Views, as in the hotel, are 
excellent. Mullions are a contrasting light 


AIA JOURNAL/SEPTEMBER 1977 29 


beige with verticals attached to the skin. 
Horizontal mullions, however, stand off 
from the skin some four to six inches and 
lend texture, depth and shadow. 

The entire complex is heated and 
cooled by equipment located in two 
berms of stepped concrete planted with 
ivy, which stand in from the podium 
facing Jefferson Avenue and are sepa- 
rated by the access road to the center. 

How well the Renaissance Center will 
succeed in its goals is not yet clear. As 
Wayne Doran, president of the RenCen, 
says, “The jury is still out." However, he 
points out that results to date exceed pro- 
jections for this stage in development. 
Office space is 84 percent leased; the De- 
troit Plaza Hotel is running at 78 to 79 
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percent occupancy with a strong conven- 
tion business, and retail space is reported 
to be 60 to 65 percent leased. Retail 
activity is the least evident at this point 
and seems to be the weak spot. Interior 
finish work is underway for shops, how- 
ever, and the decision has been made to 
emphasize high fashion merchandise. To 
date, nine commitments have been made. 
There are no major retailers, as in a con- 
ventional shopping center, but Doran es- 
timates that there will be 50 stores open 
by October or November. 

There is more yet to come. The original 
proposal included 1,000 housing units 
along the river and four additional office 
towers to the east. Robert McCabe, presi- 
dent and staff director of the Detroit Ren- 


aissance Committee, regrets the absence 
of the housing and thinks it overdue. The 
recent business recession, however, 
slowed further development and there are 
no immediate plans to get on with hous- 
ing. But McCabe feels there is a strong 
market for it and wants to see an effort 
made to introduce new upper-income 
housing into the CBD. 

Just as RenCen's economic viability is 
still in the wait-and-see stage, so too is 
its impact on the CBD. Wayne Doran ad- 
mits that his office space mainly has at- 
tracted tenants from other downtown 
office buildings, but claims that these 
tenants otherwise would have left the 
CBD altogether. Charles Blessing, FAIA, 
of Detroit's department of community and 
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Asaconcept for revitalizing 
Detroit's decaying core. ‘its 
success remains to be seen.’ 


economic development (for years head of 
the planning commission) says that there 
has been a significant increase in down- 
town pedestrian traffic since completion 
of RenCen. Convention business, too, has 
brought in life and activity. The center 
has, of course, brought a big improvement 
to Detroit’s tax base, while the city’s in- 
vestment in physical improvements has 
been minimal. 

Signs of new neighboring development 
activity, however, remain absent. Other 
than Noguchi’s Civic Center Plaza on 
the waterfront to the east, there is no new 
construction in sight. 

A persistent and justified criticism of 
RenCen is that it is physically isolated 
from the city at the ground plane. It is 
separated from neighboring areas on one 
side by Jefferson Avenue, and even if 
pedestrians could easily cross this thor- 
oughfare, there is no strong attraction or 
magnet other than Greektown, a block 
of attractively restored shops four or five 
blocks away. Beyond these limitations, 
however, the barrier of the concreted 
berms appears unreasonably formidable 
and certainly forecloses any future visual 
linkage to the CBD. Flanking the center 
to the east along the waterfront is the 
tunnel to Canada (now owned by Ren- 
Cen). Beyond it is the Henry Ford Audi- 
torium, then the Noguchi Plaza and final- 
ly Cobo Hall. While there is landscaped 
pedestrian access to the east, it terminates 
at the blank end wall of the berm. 

Probably more important than the lack 
of immediate pedestrian access is the ab- 
sence of positive urban design links with 
the more distant CBD four to ten blocks 
away. There are no connecting vistas, no 
discernible architectural relationships and 
no integration of street patterns. 

It is surprising that an organization as 
sophisticated as the Detroit Renaissance 
Committee has not promoted an overall 
design scheme suggesting ways to incor- 
porate RenCen more closely into down- 
town Detroit. 

The DRC has, however, been success- 
ful in gaining federal approval for a 
downtown people mover which may be- 
come a reality in just a few years. This 
people mover, enclosed cars on an over- 
head rail, will connect the RenCen ina 
loop with the retail core (Hudson’s de- 
partment store is the flagship), the 


At the periphery of the great cylinder's 
base (photo left), views around and 
through from bridges and balconies. 
Above, RenCen’s exterior as the pedes- 
trian sees it. 


— w h A x n 
financial core and Cobo Hall. 
A second important effort on the part 
of DRC is the proposed Cadillac Center, 

a multilevel retail project in the vicinity 
of Cadillac Square. Conceived as a down- 
town regional-scale shopping center, it 
would also link to the people mover and 
a public parking structure. If this project 
is successful, the CBD would assume 
some of its former importance as a re- 
tail center and, in tandem with RenCen, 
could be expected to give further impetus 
to the revitalization of downtown Detroit. 
Beyond these two important efforts, there 
seems to be little in the works that would 
knit the Renaissance Center to the sur- 
rounding city. There is always the hope, 
though, that the sheer presence of Ren- 
Cen will generate linkage. 

Renaissance Center has to be judged 
on several levels. As a bold and imagina- 
tive real estate development, it is truly 
impressive. And as an effort on the part 
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of the private sector to respond to the 
public needs of the city and region, it is 
indeed commendable. As a concept for 
revitalizing a decaying central business 
district, its success remains to be seen and 
as an urban design concept it suffers be- 
cause of isolation. As architecture, it is 
hard to judge. The outside and the in- 
side do not seem particularly related. The 
shiny exterior seems distinct from the 
rugged concrete interior and the outside 
gives no intimation of what to expect in- 
side. And finally, the character of the 
interior is unsettling. Thrilling on the one 
hand, it seems bombastic and stagey on 
the other. Very well thought out and re- 
markably consistent in design, its plan 
nevertheless disorients the visitor who 
must depend on ubiquitous attendants to 
find the way around. 

One thing is very certain, however. 
People get a tremendous kick out of being 
there. O 
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The MXD asa ‘Tool for Treating 
Blight’ and a Design Challenge 


As this form of development proliferates, it is clear that 
the most crucial issue is its impact on its surroundings. 


Renaissance Center may be our most im- 
posing mixed use development, but it is 
only one among many MXDs that have 
sprung up in America during the last 
decade. 

The best survey to date of this type of 
development is contained in the Urban 
Land Institute’s 1976 publication, Mixed 
Use Developments: New Ways of Land 
Use, by Robert E. Witherspoon, Jon P. 
Abbett and Robert M. Gladstone. The 
authors identify 88 MXDs in North Amer- 
ica; 56 of these were completed between 
1966 and 1975, and another 17 were in 
planning stages at the time they wrote 
their book. 

The ULI report defines a mixed use 
development as a relatively large-scale 
real estate project characterized by: 

* “Three or more significant revenue pro- 
ducing uses (such as retail, office, residen- 
tial, hotel/motel and recreation—which 
in well planned projects are mutually sup- 
porting); 

e “Significant functional and physical in- 
tegration of project components (and thus 
a highly intensive use of land), including 
uninterrupted pedestrian connections, and 
* “Development in accordance with a co- 
herent plan (which frequently stipulates 
the type and scale of uses, permitted den- 
sities and related items )." 

The concept of mixed use is not new, 
the report points out. The Greek Agora, 
medieval marketplaces and the mix of 
commercial and residential uses found in 
both American and European 19th cen- 
tury cities were precursers of MXDs. 
Rockefeller Center, though technically a 
multiuse rather than mixed use develop- 
ment (because it has no residential com- 
ponent), is a forerunner and certainly 
qualifies in terms of scale, integration of 
physical components and overall plan. 

A major step in the evolution of MXDs 
came in the 1950s with the proliferation 
of the shopping center and its compact or- 
ganization of mutually supporting activi- 
ties in a single, high-density real estate 
venture. First, the strip shopping center 
and then the regional shopping center 
emerged as responses to the automobile, 
suburban growth and the market synergy 
afforded by collecting multiple shopping 
opportunities under one roof. 
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The logical next steps were to include 
office and residential spaces and to locate 
these complexes in the central city. Penn 
Center in Philadelphia, Midtown Plaza in 
Rochester and Charles Center in Balti- 
more are early examples of the downtown 
MXD. 

As mixed use became increasingly ac- 
cepted, a number of new tendencies began 
to appear. *While Midtown Plaza and 
Charles Center were initiated by relative- 
ly unconventional developers," notes the 
ULI report, “real estate companies... 
soon became involved. Whereas down- 
town mixed use development was at first 
the most dominant, projects increasingly 
sprang up elsewhere in the central and 
close-in suburbs. Whereas mixed use de- 
velopment was mainly found in the larger 
metro area (one million population or 
more), it increasingly spread at a smaller 
scale to medium and small metropolitan 
areas.” 

In their physical configuration, MXDs 
tend to be either megastructures, a group 
of individual structures on a common 
platform or free-standing structures with 
pedestrian connections. Whatever their 
configuration, mixed use developments in- 
volve “building for the long haul. It’s not 


Claims of a ‘far greater cat- 
alytic effect’ from the MXD 
than a single-use project. 


speculative building where you throw 
something up as quickly and as cheaply 
as you possibly can,” in the words of John 
Portman, FAIA. 

As the ULI report points out, there is 
a minimum size or “critical mass” for 
successful MXDs somewhere in the vicin- 
ity of 500,000 square feet, inclusive of 
parking. Large size is necessary to provide 
an adequate mix of uses, project a signifi- 
cant public image and capture a large 
market area. As a rule of thumb, a mini- 
mum floor area ratio of 3.0 is needed. 

The primary concern of most private 
developers “is the potential for profit,” 
write Witherspoon and his colleagues. 
MXDs frequently offer higher financial 
returns than conventional forms of devel- 


opment because of the economies that can 
be obtained by building on a large scale, 
stronger demand and higher rent than at 
competing locations, operating efficiencies 
once the project is in use and slower eco- 
nomic obsolescence. 

“The key motivation of public or quasi- 
public developers,” according to the ULI 
report, “may include a target return on 
investment, together with broader public 
purposes such as expanding the commu- 
nity’s tax base [though MXDs may re- 
quire a tax abatement scheme in the 
early years]; stimulating downtown re- 
development, and attracting or holding 
middle-income residents ‘in town.’ These 
same objectives are also accomplished in- 
directly by most privately sponsored 
mixed use projects.” 

The report speaks of MXDs as “tools 
for treating blight and decay." It offers 
the following list of ways in which they 
perform this function: 

e “By introducing residential, transient, 
and/or recreational activities to areas 
which were ‘dead’ during nonworking 
hours (e.g., Embarcadero Center in San 
Francisco and the Watergate in Washing- 
ton, D:C.); 

e “By maintaining and improving their 
own environment over time (e.g., the con- 
tinuing ‘internal regeneration’ long recog- 
nized at Rockefeller Center and now be- 
ginning to appear in established contem- 
porary mixed use projects); 

e “By blending with established residen- 
tial neighborhoods (e.g., Westmount 
Square in Montreal, Colony Square in At- 
lanta) where other types of high-density 
developments were unacceptable; 

e “By having a far greater catalytic effect 
on community development than single- 
purpose projects. 

* “By providing a means for organizing 
metropolitan growth (e.g., the Galleria, 
which serves as a focal point for a large 
and rapidly expanding urban center, con- 
veniently located in suburban Houston 
and known as City Post Oak). 

"Indeed, mixed use has proven the only 
approach under some circumstances, 
where fragmented, unifunctional develop- 
ments were not feasible." 

As this implies, MXDs may have a spe- 
cial role to play in this era of heightened 
environmental consciousness when “high- 
rise" has become a fighting word to resi- 
dents of many urban neighborhoods. It 
offers a tradeoff in public spaces and 
amenities for the perceived disruption of 
the neighborhood caused by building at 
large scale. 

The MXD would offer a particular ar- 
chitectural challenge if for no other reason 
than scale. The ULI report, however, 
points to other factors that make design 
particularly crucial. 

“More than most real estate projects, 
mixed use developments must be both 


efficient and pleasing from a physical 
standpoint. Further, physical design suc- 
cess is crucial to the economic results of 
mixed use projects—in terms of market- 
ability for individual uses; synergy among 
project components; economies of scale 
in development; operating efficiencies, and 
the visual impact of the overall project. 
While design solutions differ widely, most 
mixed use projects pose a special set of 
physical planning problems which go far 
beyond the architectural engineering con- 
cerns of other types of real estate projects: 
e “How to accomplish this superior site 
utilization—including incorporation of 
natural features and physical and func- 
tional relationships with surrounding en- 
virons; 

e “How to provide for an efficiently func- 
tioning infrastructure (including park- 
ing, utilities and effective mechanical and 
electrical systems) capable of servicing 
the differing demands of each project 
component; 

e “How to position revenue-producing 
uses so as to provide appropriate empha- 
sis for each, as well as market synergy 
among all components. 

* “How to provide for easy pedestrian 


Embarcadero Center in San Francisco 
(below) and Baltimore's Charles Center. 


A need for physical linkages 
as well as more subtle re- 
lationships to the neighbors. 


access among project components and to 
relevant adjacent areas, through position- 
ing of components and through horizon- 
tal and vertical movement systems; 

e “How to offer outstanding amenities and 
attractions which cannot be obtained in 
single-purpose projects (e.g., exciting 
*people places' capitalizing on the divers- 
ity of activities present in a mixed use 
project); and 

* “How to ‘mass’ individual building 
components in the project ‘community’ 
so as to create a harmonious, distinctive 
‘sculpture’ in total." 

There is no more crucial design issue 
than the way in which the MXD relates to 
its surrounding. The ULI report points 
out with distressing neutrality that the 
basic choice is whether it should turn in- 
ward upon itself or reach out to the com- 
munity. The case histories which are the 
most useful and impressive part of the 
report make clear that most developers 
and their designers have made the inward- 
turning choice, with the result that many 


MXDs are virtual islands unto themselves. 
Clearly, to realize the public benefits 
claimed for them the MXDs must be inte- 

grated into the areas in which they are 
built. This means, first of all, transporta- 
tion and other physical linkages to their 
surroundings (such as the system of sky- 
ways which links the IDS Center in Min- 
neapolis to neighboring buildings and is 
now being extended throughout the CBD). 

But it also means establishing more 
subtle relationships through compatibility 
of form and materials and modulation of 
scale if, as is usually the case, the MXD 
is dramatically larger than the buildings 
around it. Ultimately, it means simply 
that the designers of the MXD must take 
care that it is, architecturally, a good 
neighbor. 

An almost unexplored design challenge 
is the incorporation of some existing 
buildings into an MXD (Charles Center 
in Baltimore stands as the largest example 
of doing so successfully, but it remains an 
exception to the rule of clearing the site 
and building afresh). Blending old and 
new creates a whole additional layer of 
development and design problems, but it 
can also lend a richness to the MXD that 
can't be achieved in any other way and 
help assure its acceptance by the commu- 
nity. C.F. 
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= With the opening of the Regency Hotel 1i 
Introverted Trio of MXDs Dom- 5o omar Peachtree 
e t | E Center incorporated its third major use, 
A W thus becoming a mixed use development 
ma es t anta S Ne Downtown and establishing a pattern for much of 
Atlanta's subsequent development. There 
are now six MXDs in Atlanta, according 


Dramatic in themselves, they are remote from one another and to the Urban Land Institute's survey: two 
] ] ard n in the suburbs; one a mile or so out from 
aloof from the everyday life of the street. By Allen Freeman the core (Colony Square, see p. 42), and 


three in the core—Peachtree Center, 
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Omni International and Atlanta Center 
(see Apr. 1975, p. 34). 

Recent development within the core, 
with a few notable exceptions, has been 
within or around the big three, each of 
which fits one of the three ULI design defi- 
nitions of free-standing structures, units 
arranged on a podium or a megastructure. 
And their design concepts reflect their 
sites, which are as varied as their appear- 


ances. 


TTT 
1j n 


Peachtree Center has been developed 
during the past 15 years as free-standing 
structures spread along two and a half 
contiguous blocks on the northern edge of 
the core. Its major spine is Peachtree 
Street, along and around which have been 
grouped five office towers, two convention 
hotels (the Regency and the Peachtree 
Plaza), a merchandise mart, a building 
containing shops and a dinner theater, a 
bus station/parking garage and, soon to 


Downtown Atlanta: Omni Interna- 
tional (1) with Omni arena (2) and 

congress center (3); Peachtree Cen- 
ter (4), Atlanta Center (5). 
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be built, an apparel mart. 

Portman has inserted the buildings of 
Peachtree Center among existing low and 
highrise buildings. The office towers pre- 
sent thin edges to the street, and two are 
set behind preexisting lowrise structures. 
From the Regency to the Plaza, the pedes- 
trian is aware of being in a coordinated 
environment, but it is a place with wide 
diversity of forms, textures and spaces. 
However, the Peachtree Center scale 
dwarfs the modest shops and stores on 
Peachtree to the south. 

A block down a steep hill from the 
Regency’s rear service entrance stands 
Atlanta Center. Built in a single phase, it 
was designed by Wong & Tung and Maskin 
& Associates as two major structures—a 
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convention hotel with a retail base and an 
office tower—set on a podium that con- 
tains parking space for 1,157 cars. The 
hotel’s three wings center on a dramatic, 
28-story space, and through this atrium’s 
ample windows, one gets splendid views 
of the downtown skyline. At ground level, 
however, there is little for the pedestrian 
to relate to. The approach from Peachtree 
Center is along leveled tracks of parking 
lots. A sunken downtown expressway 
skirts one corner. The hotel’s entrance 
faces the rear of a hospital. 

Although Omni International is also 
isolated from the rest of the core, it does 
stand adjacent to the Omni sports arena 
and the Georgia World Congress Center, 
a sprawling convention facility. But it is 


almost totally inward-oriented, designed 
as a megastructure containing office 
blocks, a family amusement park, a hotel 
and retail space. All are centered on per- 
haps the most dramatic interior space in 
the city. 

Omni International and its two neigh- 
bors were designed by Thompson, Ven- 
tulett, Stainback & Associates, whose 
principal in charge of design, Thomas W. 
Ventulett III, AIA, sees Atlanta’s MXDs 
as catalysts for development. “If each is 
successful, they will generate successes 
around and between them,” he says. 

But the pace at which the spaces be- 
tween MXDs will be developed is uncer- 
tain. Omni International, Atlanta Center 
and several major components of Peach- 


t 


- 

=> 

- zz 

- en 

= z7 
2 

E 


WW, 
WW. 


AW 
NN 


f; WWW 
WAY 
: YA 
ANN 
"AN 


The spaces around and between Atlanta’s 
downtown MX Ds: Atlanta Center and 
lots of cars (top left); Peachtree Center 
meets Peachtree Street (bottom left); 
Peachtree Plaza to Five Points (above); 
Peachtree Center from north (top right) 
and from Omni (bottom right). 


tree Center were all conceived, financed 
and under construction before the reces- 
sion of the early '70s curbed Atlanta's 
appetite for filling office space and hotels. 
The result was deep trouble for several 
developers—including Colony Square’s 
James Cushman—and a period of anxiety 
for the rest. But the glut of office space is 
now diminishing, occupancy rates of the 
major hotels are in the profitable range 


and retail leasing is holding its own. 
Atlanta’s optimists, of which there are 
many, are even predicting a new round of 
construction. 

The city’s movers and shapers are aware 
of linkage problems within the core. When 
the rapid transit system was being planned, 
a group of businessmen, Central Atlanta 
Progress (CAP), proposed a people mover 
to connect the three MXDs with the Five 
Points financial district, Georgia State 
University and the state capitol complex. 
The funds to build the people mover are 
yet to be realized, but CAP and MARTA, 
the transit authority, are jointly sponsor- 
ing a bus route which loops the core to 
make those connections. 

To a large extent, the siting, inward 


orientation and lack of integration into 
surroundings of Atlanta's MXDs are re- 
sponses to attitudes toward the downtown. 
The suburbanite or out-of-town visitor 
can drive into an MXD parking facility, 
escalate to work or play and leave by car 
without experiencing the rest of down- 
town. Meanwhile, the sidewalks in the 
core are crowded with the less affluent 
who must wait for buses there because that 
is where transit routes converge. 

Planner Vincent Ponte calls Atlanta's 
MX Ds typical of a “citadel” concept of 
development that is prevalent throughout 
the U.S. On the following pages is a de- 
scription of Montreal's (and Ponte's) 
solution to the problem of interrelating 
MXDs. 


AIA JOURNAL/SEPTEMBER 1977 37 


In Montreal, Promenades Weave 
MXDs into an Integrated Core 


For most of two decades, the city has been steadily expanding its 
subway-linked system of subterranean pedestrian streets. 


Atlanta's and Montreal's cores are quite 
dissimilar: Atlanta's sprawls on twisting, 
narrow streets, while Montrcal's is com- 
pact and densely built on a grid of wide 
thoroughfares. 

Montreal’s density, plus the fortunate 
happenstance of a huge core tract coming 
on line for development in the hands of an 
enlightened developer/architect/planner 
team, has led to a system of mostly sub- 
terranean promenades connecting MXDs 
and other downtown scgments. Relating 
self-contained developments to their sur- 
roundings has been attempted piecemeal 
in several other North American cities, 
but nonc has done it on as large a scale or 
has met with more success than Montreal. 

It's a story told many times. In the mid- 
'50s, the Canadian National Railways 
brought in U.S. devcloper William Zecken- 
dorf to build Place Ville Marie, which was 
planned as four office buildings on a three- 


d 


acre podium over a railroad gulch. The 
architect was I. M. Pei, FAIA, and Pei's 
planner was Vincent Ponte. Together they 
planned a shopping arcade under the cen- 
tral plaza and into the areas under the 
Office structures. Pedestrians can enter 
from adjoining streets or through four 
sunken courts from the plaza. 

By the time Place Ville Marie opened 
in 1962, the promenade system ran under 
Dorchester Avenue and Queen Elizabeth 
Hotel and into the CNR Central Station. 

Next came Place Bonaventure, a mega- 
structure MXD designed by Affleck, Des- 
barats, Dimakopoulos, Lebensold & Sise. 
Working with the architects, Ponte laid 
out two retail levels, an under-street con- 
nection with the existing promenade and 
a passage into a Metro station (photo 
below). Place Bonaventure, completed in 
1967, stacks a trade center of three mil- 
lion square feet, including a five-acre 
exhibit hall, and a hotel all on a rctail base. 

Currently in place are the four blocks 
of promenades from Place Ville Marie to 
Place Bonaventure, plus smaller segments 
that have been placed around the other 
three Metro stations in the downtown. 
Planned extensions will connect into a 
single system these elements: Place Vic- 
toria, whose tower houses the Canadian 
stock exchange, and the neighboring 
Regency Hotel; Place du Canada and the 
adjoining Windsor Station; Simpson's and 
Eaton's department stores, and McGill 
University, whose campus begins four 
blocks northwest of Place Ville Marie. 

"At the rate Montreal’s downtown is 
growing," says Ponte, “by 1987 the system 
will service 100 of downtown's 185 acres 
with about six miles of walkways and gal- 
leries lined for the most part with shops 
and services." It will be capable of accom- 
modating half a million people at a time, 
he says, and will greatly increase the 
capacity of the area to absorb pedestrian 
trips. 

“The system, 70 percent completed, has 
already demonstrated substantial relief to 
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Place Ville Marie’s cruciform tower is in 
center of photo at right; Place Bonaven- 

ture behind it. Place Victoria is the tower 
at top left; Place du Canada, top right. 
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and there is also life day 
and night on the sidewalks. 


traffic at some of Montreal’s busiest inter- 
sections,” he says. 

The topography of Montreal’s core has 
proved advantageous for subterranean 
development because the surface slopes 
120 feet in elevation from St. Catherine 
Street (a block up from Place Villa Marie) 
to the St. Lawrence River. Terracing and 
layering into the slope has been the pat- 
tern of new developments. Place Bona- 
venture, for instance, burrows eight stories 
underground at its deepest point. 

Ponte, now a principal with Cossutta & 
Ponte, likens designing an underground 
system to planning a new town: “My job 
is to chart out a pedestrian system that 
makes sense within the configuration of 
the city’s geography, and to work with the 
architects to insert a pedestrian system 
that is logical and usable by people.” The 
Montreal project is being carefully planned 
to parallel the usual traffic routes that 
people would take at sidewalk level, he 
says, and it taps all possible pedestrian 
inputs, including parking garages. N 
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The passages are well trafficked—at rre i GH BI LLL IH 
times crowded—and the shops, restaurants T aN ele, 
and movie houses are thriving. The spaces wd v ei o 
are kept clean and seem safe, even in the = a “A 


late evening hours. 

At grade level, Montreal’s downtown 
sidewalks also are lively and safe after 
dark. By comparison, Atlanta’s are 
deserted. There is nighttime activity in 
Atlanta’s core, but it is almost exclusively 
within the protected areas of the MXDs. 

Ponte calls these islands of activity in 
cities across the U.S. “‘citadels,” saying 
they are direct responses to a certain 
societal situation, namely the giving over 
of center cities to the less affluent—mostly 
blacks—and the exodus of the middle and 
upper classes to the suburbs with their 
own suburban citadels, the shopping 
centers. The downtown MXDs are their 
equivalents. 

Says Ponte: “But no one is going to 
discount a Renaissance Center or a Peach- 
tree Center as not being something good 
for the downtown. Things are happening 
downtown; something is being built.” A.F. 


Place Ville Marie's plaza (top) is a large 
and lively space defined by the landmark 
cruciform office tower, the Queen Eliza- 
beth Hotel and three smaller office build- 
ings. An outdoor cafe (middle) edges one 
of four sunken courts which provide ac- 
cess to the promenade. The glazed courts 
bring in natural light and provide visual 
reference points (right). Map at left shows 
existing and planned sheltered walkways. 


AIA JOURNAL/SEPTEMBER 1977 41 


Evaluation: A Bristling Concrete 
MXD ina Transitional Area 


Ambitious , financially troubled Colony Square stands at the junction 
of downtown and residential Atlanta. By Robert J. Young, AIA 


A little over a year ago, I conducted a 
user evaluation of Colony Square in At- 
lanta. I interviewed both its residents and 
people who lived and worked in the neigh- 
borhood into which the complex had been 
inserted in an effort to assess the mixed 
use development as a social and design 
concept. How well, for instance, did these 
people think the complex fit into the 
neighborhood? What effect did they think 
it had on the surrounding area? And what 
did residents like and dislike about living 
in Colony Square? 

Developed by Cushman Corporation 
and designed by architects Jova/Daniels/ 
Busby, Colony Square is a 3 million- 
square-foot project which cost over $100 
million. It followed Peachtree Center as 
Atlanta's second mixed use land develop- 
ment and is somewhat unusual in being 
located at the edge, rather than in the 
core, of downtown, two miles north of the 


Mr. Young is an architect, professional 
engineer, associate professor of architec- 
ture at the Georgia Institute of Technol- 
ogy and chairman of the AIA environ- 
mental education committee. His study 
of Colony Square was supported in part 
by the National Endowment for the Arts 
and Georgia Tech. 
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central business district. Its location— 
bounded on the north by one of the city's 
most exclusive close-in residential areas 
(Ansley Park) and on the south by the 
declining transitional area of Atlanta's 
counterculture strip—provides a neigh- 
borhood setting of distinct contrasts. 

Also unusual for an MXD, Colony 
Square included residential units from the 
start. Constructed mainly of concrete, its 
highrise apartments, condominiums, a 
hotel and two office towers rise above 
underground parking and ring a two-level 
public area and retail mall. 

At the time of my study in the spring 
and early summer of 1976, office occu- 
pancy was high, as it consistently has 
been, although occupancy levels were low 
for the other major components of the 
complex. A total of 264 residential units 
had been constructed, although one con- 
dominium structure with 71 units re- 
mained unopened. The remaining 97 
apartments were 80 percent occupied; of 
the 96 condominiums, 55 percent were 
filled. 

The residential, hotel, and retail com- 
ponents of Colony Square were completed 
just in time for the worst recession since 
the 1930s, and by far the worst economic 
downturn to hit Atlanta since the end of 


Residential Ansley Park and Colony 
Square highrises (left), and the central 
plaza (above) with hotel in center of photo. 


World War II. In mid-October of 1975, 
the Colony Square Co. filed under Chap- 
ter XII of the Federal Bankruptcy Act, 
asking for protection against foreclosure, 
and in early 1977 an agreement was 
reached with its lenders resulting primar- 
ily in management changes and a contract 
for architectural modifications mainly in 
the retail areas. Although Colony Square's 
financial problems received a great deal of 
publicity, it was only one of many large 
developments in the area facing serious 
financial difficulties. Because the inter- 
views upon which this evaluation is based 
were conducted prior to Colony Square's 
legal settlements, their effect on users 
obviously can not be assessed here. 
Residents of 69 Colony Square con- 
dominiums and apartments—which are 
known collectively as Colony House— 
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were interviewed, as well as 134 persons 
who lived or worked in the neighborhood 
within a half-mile radius of the complex. 

Ninety percent of Colony Square resi- 
dents surveyed were white; 82 percent had 
completed at least four years of college. 
The mean age was 46; the mean family 
income $37,300, with the largest numbers 
being employed in marketing/sales/ 
advertising, education and as business 
specialists. Equal numbers of those sur- 
veyed were male as were female, married 
as were unmarried and only 6 percent of 
households included children. 

Among respondents who lived in the 
neighborhood, three-quarters were un- 
married, 92 percent were white and 56 
percent had completed some or all of 
college. The mean age was 27, the mean 
family income, $11,400 and one-fifth 
were students. Among those who owned 
businesses or worked in the neighborhood, 
all were white and well educated—with 
70 percent having completed some or all 
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of college. The mean age was 39; mean 
family income was $21,200. Many were 
employed at management levels or above 
in retail sales or services. 

With very few exceptions, respondents 
from all three categories gave highly favor- 
able answers to questions addressing their 
overall evaluation of the mixed use con- 
cept, the physical fit of Colony into the 
neighborhood and its influence on the 
area. The mix of office, residential, hotel 
and retail was viewed as a good idea by 
all Colony Square respondents, by 97 per- 
cent of surrounding neighborhood re- 
spondents and by almost 84 percent of 
surrounding neighborhood nonresidential 
respondents. Almost no one voiced a pref- 
erence for spreading activities out over a 
larger land area in lower buildings; most 
respondents felt MXDs were more effec- 
tive near urban cores rather than in sub- 
urbs, and the majority favored construc- 
tion of more MXDs in conjunction with 
certain proposed rapid transit stations. 


Asked whether they thought Colony 
Square fit well into the neighborhood, 94 
percent of Colony House respondents, 67 
percent of neighborhood nonresidential 
respondents and 87 percent of neigh- 
borhood nonresidential respondents an- 
swered in the affirmative. The difference 
in height between Colony Square and the 
surrounding lowrise neighborhood con- 
cerned one in four residential respond- 
ents, but much smaller percentages of the 
other survey populations. The transition 
between Colony Square and Ansley Park 
to the north was felt to be successful by al- 
most all of the Colony House respondents. 

Surrounding merchants expressed only 
the most modest concern that Colony 
Square then or would in the future draw 
customers away from them. Colony Square 
inhabitants represented only a small per- 
centage of their clientele. 

The neighborhood surrounding Colony 
Square was seen to be in transition by 
most (84 percent) of those surveyed in 
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Colony House, and by half of residential 
and nonresidential respondents in the 
surrounding neighborhood. Those living 
in Colony House viewed the area to the 
north as being far more stable than that 
to the south of Colony Square. All groups 
regarded the development as a very posi- 
tive influence on neighborhood transition. 
They saw Colony Square as providing an 
anchor for the neighborhood, stabilizing 
and upgrading the area to the north, pro- 
viding a buffer to the south and a catalyst 
for area restoration. The influences of the 
complex on the area to the south was 
viewed by Colony House residents as less 
dramatic, and about half said the complex 
had little or no influence. Primary positive 
influences were closings and/or demoli- 
tion of substandard structures, general 
clean-up and Colony Square functioning 
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as an anchor for the area. 

Just over a quarter of neighborhood 
survey respondents felt that Colony Square 
had exerted no influences on the area. 
Almost all (87 percent) of those who 
thought it had influenced change thought 
it was for the better. The most frequently 
mentioned positive influences were im- 
provement and increased stability in the 
neighborhood and the influx of “a better 
quality of people." Higher prices, more 
traffic and greater parking difficulties were 
among the negative influences cited. 

As a mixed use development or *mi- 
cropolis," as its promoters call it, Colony 
Square claims to provide a better urban 
environment than developments with less 
diversity. Most employed respondents and 
especially the one-fifth who lived and 
worked in Colony Square itself said they 


liked being able to work very near their 
dwelling places. Most working outside of 
the complex lived within 15 minutes of 
their place of employment. 

Twenty-eight percent of the 58 em- 
ployed Colony Square respondents inter- 
viewed said they and their employed 
spouses walked to work. By comparison, 
only 14 percent living in the six census 
tracts adjacent to Colony Square, 5 per- 
cent residing in Atlanta and 3 percent in 
the metropolitan area walked to work, 
according to 1970 U.S. census data. 
Those who were drivers of passengers in 
cars represented a smaller percentage 
than in the three comparison areas. Auto- 
mobile ownership since moving to Colony 
Square had changed for one-quarter of 
those interviewed, decreasing for three- 
quarters of that group. These findings 
suggest that developments such as Colony 
can reduce automobile dependency. 

A portion of Colony Square's 2,000- 
space underground parking garage is set 
aside for its residential users. Although 
the parking layout received generally high 
marks, parking costs for residents proved 
a major sore spot for almost two-thirds 
of those interviewed, especially since it 
comes on top of already substantial rents 
or purchase prices. There was strong feel- 
ing that parking space fees should be in- 
cluded in rent or purchase prices or ab- 
sorbed totally by management. One alter- 
native would have been to include one 
parking space in the cost of each unit, 
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Indoor ice rink (left) is being removed. 
Major pedestrian entrance (above) from 
Peachtree Street is little used. Southern 
approach is transitional area (right). 


it fm 
pr p 
we AU 


min d 


with additional spaces at an extra charge. 
The micropolis or MXD concept carries 
with it the promise of a wide range of sup- 
port facilities and activities, but, at the 
time of the study, Colony Square fell far 
short of meeting the requirements of its 
users. Partially because a large percentage 
remains unleased, retail space in Colony 
Square has met only a very small portion 
of the day-to-day shopping needs of resi- 
dents interviewed. Only 7 percent of re- ; aai : 
spondents indicated they did most of their all (82 percent) of those interviewed said which are visually linked but physically 
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shopping at Colony Square. At least at existing facilities did not satisfy their isolated from one another. Unless the ice 
that stage of the MXD’s development, the needs in this area. No responses reflected rink is replaced by spaces that generate a 
internal mix was not self-sustaining, nor complete satisfaction. Tennis courts, a lot of activity, this action may be regretted. 
had successful bridges been built to tap swimming pool and a health club were Although almost all Colony respond- 
potential customers from outside Colony. most frequently mentioned as lacking. ents felt the various elements of the com- 
Some respondents felt the inward focus It is felt that creative use of currently plex are related to one another in a 
of the complex worked against impulse undeveloped and/or unleased space could convenient way, considerable concern was 
shopping, and the lack of visibility of ex- fill these gaps. The Colony Square ice expressed over poor or inadequate sign- 
isting stores to passing motorists and rela- rink, one of the few responses to recrea- age. They especially cited confusion in the 
tively expensive parking kept potential tional needs, was judged a desirable part parking garage and between the garage 
customers away. Merchants can validate of the complex by almost all Colony re- and other components. Signage exists 
parking tickets, but apparently few who spondents (85 percent), and was the throughout the complex, but its under- 
might use the shops are aware of this. A major generator of activity within the statement, while tasteful, may contribute 
grocery store, drugstore and additional public spaces which were otherwise often substantially to a common feeling of con- 
speciality shops lead the list of facilities uninhabited. It is ironic that the rink is fusion and disorientation. 
desired but lacking. There was clear now being removed as part of the re- The hoped for synergistic effect in 
desire to see a less exclusive retail mix. modeling of the retail area and public mixed use developments, where the whole 
Colony Square also provides few facili- spaces in an effort to improve circulation is greater than the sum of its parts, has 
ties for recreation and leisure, and almost between the retail areas on either side, not yet been realized at Colony. Some 72 
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percent of Colony respondents indicated 
that the mall and plaza levels had not been 
functioning as areas where people from 
all parts of the complex would come to- 
gether, although some expressed hope 
that social interaction between the parts 
of Colony Square would increase with 
time. Seven of every ten persons inter- 
viewed said that the components were 
working as adjacent, unrelated parts of 
the whole, and almost half identified their 
place of residence as Colony House, the 
residential building, rather than the 
Colony Square complex as a whole. 

Respondents had lived in Colony from 
a few months to three years, with about 
60 percent indicating they had developed 
friendships with others living there. A 
certain isolation from the surrounding 
neighborhood is sensed, however: Three 
out of four of those expressing a change in 
degree of neighborhood involvement com- 
pared to where they last lived indicated a 
decrease at Colony. About one in four had 
much contact with residents to the north 
(an area with similar demographic make- 
up), but only one person expressed similar 
contact with those living to the south. On 
the positive side, however, the general at- 
mosphere of Colony Square was thought 
to be "very friendly" or "friendly" by al- 
most all (91 percent), and “indifferent” 
by the remainder. Although given the op- 
portunity, no one selected the words “un- 
friendly" or “very unfriendly” for the 
complex. 

With only one exception, individual res- 
idence units were felt to be pleasant, and 
climate control and lighting received high 
marks. One-third found storage space 
within units insufficient, and four of every 
ten would have altered room relation- 
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ships, with elimination of wasted space 
and revision of kitchens and bathrooms 
layouts leading the list of suggestions 

for changes, followed by reduction of 
through-area traffic and increasing visual 
privacy between areas. 

With smallish units, some as small as 
630 square feet, the possibilities for flexi- 
bility are obviously limited. But within the 
given space, living rooms and dining/ 
breakfast areas could have been made 
larger while reducing the size of bed- 
rooms and kitchens. 

The quality of soundproofing was de- 
scribed as inadequate by 39 percent of 
respondents. Full occupancy can only ag- 
gravate the problem. While remedial ac- 
tion could be taken, soundproofing is a 
problem best addressed in initial construc- 
tion and is a feature residents felt they 
had paid for and not received. 

Exposed building materials within Col- 
ony Square are almost exclusively con- 
crete. When asked what kind of feeling 
the use of concrete evoked, about two- 
thirds gave positive responses with the 
words permanent, secure and substantial 
leading the list. The remaining third called 
it cold, sterile and/or unpleasant. More 
condominium than apartment dwellers 
liked the concrete. Although two-thirds 
of all residents surveyed were happy with 
the appearance of their dwellings, a sub- 


Colony has not met all of its 
objectives, but most residents 
are pleased with their choice. 


stantial number voiced preference for a 
wider variety of finishing materials and 
more use of color. Overall construction 
quality was judged excellent by 29 per- 
cent and good or adequate by another 64 
percent, leaving less than 10 percent say- 
ing “poor” and no one “very poor.” 

Safety and security were considered 
major assets of Colony Square. The only 
area considered unsafe was the immediate 
neighborhood to the south. Some 80 per- 
cent of Colony House respondents felt 
very unsafe or somewhat unsafe in this 
area to the south, while only 5 percent 
felt very unsafe or somewhat unsafe in 
the area to the north. 

Residential respondents in the sur- 
rounding area did not share the same de- 
gree of concern over safety and security 
in their neighborhood as did Colony 
House residents. Almost all (88 percent) 
endorsed their neighborhood as a good 
place to live; 90 percent considered it a 
good place for their business location. Al- 
most all neighborhood residential re- 
spondents (90 percent) planned to con- 
tinue living at their present location for 
the foreseeable future, and almost all non- 
residential respondents (95 percent) 


planned to continue in business at their 
present location. 

The only significant complaint of Col- 
ony Square residents about the plaza was 
that it was not lively, which is seen as im- 
portant, especially since almost all Colony 
residents expressed a desire for a greater 
intensity of activity. Given the less-than- 
complete occupancy of Colony House and 
the substantial amounts of vacant retail 
space on the mall levels, a level of activity 
generally perceived as low or very low is 
not surprising. 

Increased activity might, however, re- 
sult in some negative effects. The plaza is 
ringed by structures of different types, 
and an activity level which would com- 
plement office and retail spaces might well 
intrude upon privacy in Colony House. 
One in six Colony House respondents 
said they saw conflicts between their 
privacy as residents and activities which 
were currently taking place or might take 
place on the mall levels. 

Overall, the reactions to Colony Square 
by residents and people living and work- 
ing in the neighborhood underscore some 
of the more significant assets and deficien- 
cies of MXDs in general. In an effort to 
evaluate this Atlanta complex as an urban 
living environment, Colony House resi- 
dents were asked to compare it with the 
areas from which they moved. The major- 
ity judged Colony Square much better in 
terms of security, commuting time and 
activity mix, and less favorably, but still 
better, in terms of racial unrest, munici- 
pal services and social opportunities. 
Most considered it about the same in 
terms of crowding, pollution and sense 
of community and slightly worse in terms 
of openness. Over half of the residents in- 
terviewed moved to Colony Square from 
single family residences, so their sensitiv- 
ity to more confined surroundings should 
come as no surprise. The main complaint 
was with the underdevelopment of the 
complex. Virtually all reported that they 
enjoyed living at Colony as well or more 
than when they first moved in, and nine 
of every ten said they would now select 
Colony as a place to live if they had the 
choice to make over again. 

Neighborhood respondents, taken as a 
group, regarded the esthetics, design, 
planning and layout, together with variety, 
convenience and concentration of activi- 
ties as especially good points. They con- 
sidered the high cost of what they regard- 
ed as insufficient and inaccessible park- 
ing as bad features. One-third said that 
"nothing" was especially bad, which is 
seen as a very positive comment. In gen- 
eral, however, the surrounding neighbor- 
hood seemed willing only to peacefully 
coexist with Colony rather than to be 
totally integrated with it. O 


Escalator core (right) from parking to plaza. 
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Continuing Debate on Grants 
For Community Development 


But an emerging consensus that they have realized both the hopes 
of their designers and fears of their opponents. By Mary E. Osman 


“There is apparently a new consciousness 
arising among my colleagues," said Sena- 
tor Jacob Javits (R-N.Y.) when the Sen- 
ate voted its version of the Housing and 
Community Development Act of 1977. 
He said there was a “political change, a 
demographic change, and it's finally 
dawned on the senators that every one of 
them has a big city that is a potential New 
York." He was referring to the fact that 
the Senate version of the bill contained a 
formula for the distribution of funds that 
would be based on the percentage by 
which the number of old housing units in 
a given community exceeded the national 
average. Thus, older cities of the East 
and Midwest would fare better than they 
have under the presently constituted com- 


munity development block grants program. 


Senator Javits, however, did not reckon 
with House conferees. Despite drawn-out 
conferences, Congress adjourned on Aug. 
6 without presenting the act to the Presi- 
dent for signature or veto. At this writing, 
no date has been set for further meetings 
to resolve Senate and House differences, 
which center on whether to accept two or 
three funding formulas. 

The House contends there should be 
only two—the present one based on pop- 
ulation, overcrowded housing and poverty 
and one proposed by HUD which would 
weigh poverty, population and age of 
housing. The local government would 
have a choice, presumably using the for- 
mula that would garner the greater fund- 
ing. The House also has approved the 
full amount of $400 million for each of 
the next three fiscal years for a new urban 
development action grants program which 
would be distributed according to need 
and promise of success in solving manage- 
able problems in a relatively short time 
span. Grants would be given on a one- 
time basis only. Key to the urban grants 
would be the local government's ability 
to stimulate private investment in the 
community. 

Some agreements have been reached, 
such as emphasis upon rehabilitation, 
with priority given to housing for lower- 
income people; requirements for broad 
citizen participation both in the making of 
plans and in the assessment of a com- 
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munity's performance in the use of con- 
munity development funds, and direction 
that HUD place priority on discretionary 
grants to small hold-harmless communi- 
ties. Under the currently constituted 
block grants program, this term means 
that such communities would be “held 
harmless" from losing levels of federal 
support. A hold-harmless entitlement aids 
those communities which would have had 
a decline in funds from amounts received 
under the old catergorical grants program 
which the block grants replaced. 

The controversial new urban develop- 
ment action grants program, which was to 
have started on Oct. 1, was explained in 
testimony by Secretary Patricia R. Harris 
last February. She said that the presently 
constituted community development block 
grants program “does not encourage local 
governments to integrate community de- 
velopment," nor are communities encour- 
aged to "initiate comprehensive programs 
that fit together development funds from 
many sources." The new grants, she said, 
would give communities a flexible method 


Hearings on the program's future 
gave exposure to a battery of 
evaluations of its brief past. 


for using private investment to alleviate 
physical and economic deterioration. This 
would be accomplished in two ways, she 
said: "first, through economic develop- 
ment activities in areas of population out- 
migration and stagnating or declining tax 
base, and second, through reclamation 
projects in neighborhoods that exhibit 
excessive housing development." The 
greater the amount of private investment 
a community could offer, the better would 
be its chances of being funded under the 
program. 

When Secretary Harris testified before 
Congress regarding the act, she said that 
current block grant funding levels “pro- 
vide hardest hit cities with only enough 
resources to carry out maintenance-level 
activities or to complete existing projects." 
Small cities also, she said, "still face the 
problem of declining neighborhoods, 


blighted commercial districts and serious- 
ly deficient public facilities." Despite all 
the expenditures, Secretary Harris found 
little to commend the block grants pro- 
gram as formerly administered. 

Her testimony did not stand alone. A 
battery of evaluations, many of which 
surfaced during hearings on continuing 
the legislation, produced a broad consen- 
sus. It is that the program has met the 
fondest hopes of its designers but also the 
direst fears of its opponents. That is, the 
program cut red tape and localized deci- 
sion making, as it was designed to do, but 
it also drastically shifted community de- 
velopment funds away from areas, and 
people, in greatest need. 

Two urban scholars, Bernard J. Frieden 
and Marshall Kaplan, in the newly re- 
vised edition of their book The Politics of 
Neglect (MIT Press, 1977), put the op- 
position to the program's on-going proj- 
ects in a terse manner: “The important 
news is (1) there is less federal red tape 
than in the older categorical programs; 
(2) hardware expenditures and public 
works are back in fashion; and (3) poor 
people and minorities are no longer in 
fashion.” 

They say that “if the purpose of cutting 
red tape is not only to reduce uncertainty 
and frustration among municipal officials 
but also to speed the time it takes for fed- 
eral money to ‘hit the streets,’ then com- 
munity development block grants must be 
rated as only a modest success so far." 
Cities may cry for federal aid, they say, 
but by mid-April 1976, they “had been 
able to spend only a third of the $1.9 
billion made available to them." 

Critics also agree generally that the pro- 
gram gave short shrift to low-income areas 
and people. A monitoring study of six 
major cities by the Lyndon B. Johnson 
school of public affairs at the Universtiy 
of Texas found that they spent the funds 
on neighborhood improvement projects 
and *'tended to target efforts at the more 
conserveable subareas of the city.” 

A Southern Regional Council monitor- 
ing study concluded that lack of adequate 
performance standards and meager moni- 
toring by HUD resulted in “activities that 
have a marginal, if any impact on the 
needs of lower-income residents." Funds 
for substantial blight removal efforts were 
dissipated, a problem intensified by lack 
of sound comprehensive planning, the 
council reported. Frieden and Kaplan 
contend that the legislative formula of the 
program’s first years actually shifted 
money “away from cities with concentra- 
tions of poor people and into more afflu- 
ent communities.” 

Also, the National Urban League found 
in its monitoring study of 27 cities that 
even funds targeted to low- and moderate- 
income people did not necessarily reach 
them. Although HUD reported that 71 


percent of the funds in the program’s first 
year benefitted low- and moderate-income 
people, the league’s study showed only 
55.6 percent of the expended funds aiding 
this group. A study by the Comptroller 
General of the U.S. came up with a fig- 
ure of 55.5 percent. 

Herbert Franklin, a Washington, D.C., 
attorney who testified on behalf of the 
Potomac Institute, pointed out that if 
HUD had used the lower center-city- 
median-income in its calcuations instead 
of the more affluent metropolitan area 
median, the percentage of funds reaching 
lower-income groups drops to 47.8 per- 


Focus on areas of need, found 
deficient in the first year, 
declined more in the second. 


cent. “In other words, as more sophisti- 
cated methods are used to evaluate the 
program, it is becoming apparent that the 
major federal objective was not adequate- 
ly served in the first two years.” 

For two years, the National Associa- 
tion of Housing and Redevelopment Offi- 
cials has performed a detailed census tract 
analysis of 149 communities to ascertain 
the level of funding and types of activi- 
ties programmed into low-and moderate- 
income tracts. Data compiled in the first 
year “indicated a tendency to locate com- 
munity development activities from low- 
and moderate-income areas and toward 
moderate-income areas." The second year 
showed an intensification in this trend, 
with the “proportion in low-and moder- 
ate-income tracts dropping from 51 per- 
cent to 44 percent.” 

NAHRO finds this trend “not surpris- 
ing" when related to the type of activities 
undertaken. The most prevalent activities: 
public facilities, rehabilitation loan and 
grant programs, site improvement and 
land acquisition for new housing. In 
the first year, 34 percent of the funds went 
for elimination of blight and slums, as 
contrasted with 17 percent in the second 
year, says NAHRO. Nineteen percent 
was expended for expansion and im- 
provement of community services in the 
first year, and 12 percent in the second; 

9 percent was spent on elimination of 
harmful conditions in the first year, and 
2] percent in the second, while the 
amount budgeted for conservation of 
housing stock stayed about the same in 
the second year—at 22 percent as con- 
trasted with 23 percent in the first year. 
In the first year, more rational use of land 
and resources was budgeted at 12 percent 
and at 15 percent in the second. 

* Very little money was specifically ear- 
marked for the expansion of economic 
opportunity, the restoration of properties 
of special value or for other community 


development needs having a particular 
urgency, which is similar to what was 
found in the first year of the program," 
NAHRO reports. The data also indicate 
a decline of about 12 percent in funds for 
areas with high minority concentration 
and a 10 percent increase in funds for 
areas of low minority concentration. 

In July, Senator William Proxmire (D- 
Wis.) issued a press release on NAHRO's 
monitoring study. He said that the find- 
ings which indicated that less than half 
of the money was used for low- and mod- 
erate-income tracts revealed *a corrup- 
tion of both our legislative and moral 
commitment." He said new HUD person- 
nel had already “taken decisive actions" 
against those communities which did not 
conform to the law's intent, and he called 
for even more. “The time for a massive 
crack-down to stop this massive cheating 
has come,” he said. 

NAHROS; interpretations of policy 
issues based on its second year of moni- 
toring are outlined by Mary K. Nenno in 
the April issue of the NAHRO Journal of 
Housing. She writes that the second year 
furthers NAHRO’s “first-year perception 
of this program as a locally oriented, 
public facilities and neighborhood re- 
habilitation function rather than a na- 
tionally oriented comprehensive program 
to rebuild older communities or to shape 
the development of growing communities. 
While there is still some evidence that 
the program is being pulled in both di- 
rections (largely in communities with 
previous urban renewal experience), the 
weight of the two-year experience to date 
is toward a program focused on short- 
term community improvements.” 

The Comptroller General’s report was 
critical of the monitoring process, saying 
that when this requirement was followed, 
it was done in a “cursory and inconsist- 
ent manner.” A report of the Advisory 
Commission on Intergovernmental Rela- 
tions on the block grant program says: 
“The effect of HUD’s laxness is to loosen 
the administrative controls which Con- 
gress clearly envisioned to guarantee that 
the program be operated in a manner con- 
sistent with the expressed national objec- 
tive of aiding low- and moderate-income 
persons and blighted communities.” 

What happened regionally under the 
program? The Brookings Institution pre- 
pared a report under contract with HUD 
on the program’s first year. It found that 
advantages enjoyed in the past by the New 
England and Middle Atlantic states shift- 
ed to other regions under the block grants, 
particularly to the South Atlantic, East 
South Central and West South Central 
states, due to the high incidents of pov- 
erty and overcrowding. There was also a 
“substantial decrease in the advantage to 
central cities,” as well as a concomitant 
gain by small communities. 


William L. Slayton, Hon. AIA, execu- 
tive vice president of AIA, testified that 
the distribution formula used in the first 
two years did not channel resources to 
areas of greatest need. “The population 
factor does not seem to help the bulk of 
the distressed cities in the Northeast, many 
of which are suffering loss of population,” 
he said. “Since many cities are also suffer- 
ing housing abandonment, the overcrowd- 
ed factor is no longer an accurate measure 
of housing conditions.” 

In the program’s first two years, ac- 
cording to HUD, more than 4,500 local 
jurisdictions were funded. Block grants 
were made to 513 metropolitan cities, 76 
urban counties and 740 hold-harmless 
communities, and more than 3,500 dis- 
cretionary grants were made. As Secretary 
Harris pointed out in a speech in July to 
the National Urban League, there was 
“no substantive monitoring” to make 
sure national objectives were met by local 
governments despite the fact that 1,500 
communities were receiving more than $5 
billion in community development block 
grant funds. 

She called HUD a “demoralized and 
disorganized agency” when she took 
charge in January. And she has set out to 
put her own mark on the agency. In April 
for example, she issued instructions that 
low-income hausing be given top priority 
in the dispersal of block grant funds. 

In her speech before the National 
Urban League, Secretary Harris said that 
HUD has two objectives for the future of 


, 


A pledge by Secretary Harris 
of closer monitoring and a 
new emphasis on the inner city. 


the block grants program: “revitalization 
of urban areas by targeting community 
development funds, new assisted housing 
and housing rehabilitation programs into 
deteriorating inner city areas to help them 
become dynamic, viable places to live, 
work and raise our families; and provid- 
ing freedom of opportunity and expanded 
housing options to people, regardless of 
race, ethnic origin or economic condition." 

She promised that HUD will monitor 
the operation of the block grant programs 
and enforce requirements that the program 
must principally benefit low- and moder- 
ate-income people and neighborhoods. 
Cities that do not accept “their fair 
share" in providing low- and moderate- 
income housing, she said, *will no longer 
receive community development block 
grant funds." 

HUD, Secretary Harris said, “accepts 
its responsibility to be the advocate of the 
cities and the poor, and we expect our 
advocacy to prevail in this Administration 
and in this nation.” O 
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Recognizing and Designing for 
The Special Needs of the Elderly 


A set of ‘gerontological design goals’ and their application 
in evaluation of three senior centers. By Joe J. Jordan, FAIA 


In designing buildings for the elderly, the 
architect must address a group of needs 
that are seldom explicit in the program. 
To satisfy those needs is not an easy task; 
they can be subtle and elusive—difficult 
to perceive and challenging to fulfill. Most 
often they go unrecognized, adding to the 
problems of an already overburdened 
group. If one of the roles of architecture 
is to provide a commodious environment, 
then we must design our buildings in such 
a manner that they support rather than 
frustrate the actions of those who use 
them. 

Let us imagine ourselves for a moment, 
in our 68th year, visiting a public office 
to inquire about an unsatisfied claim. The 
lobby directory panel lists the claim offi- 
cer’s name near the top, out of our range 
of focus or that of anyone else who wears 
bifocals. In the elevator cab, the floor 
numbers are etched into the stainless steel 
plate beside the call buttons—impossible 
for us to read because of the lack of back- 
ground contrast. The office corridors pre- 
sent a new problem—the dimly lit hallway 
has floor-to-ceiling glass at one end, and 
the blinding glare of daylight obscures the 
lettering on the room identification signs. 

For the elderly, some degree of im- 
paired vision is likely, making even the 
most commonplace tasks more difficult. 
The first effects usually appear in the mid- 
dle years and stretch gradually into old 
age. But sight decrements are but one 
common example of a number of physical 
changes that occur as part of the normal 
aging process. The sense organs that we 
have always depended on for accurate in- 
formation about the environment are no 
longer sending quick, clear messages. Our 
behavior must be modified to accommo- 
date the new circumstances. Our actions 
and our responses to familiar stimuli slow 
down. It takes a surprising effort to arise 
from a chair or to open an outside door 
against the winter wind. Gradually the de- 
gree to which our immediate surroundings 
help or hinder our actions becomes signifi- 
cant, perhaps crucial, depending on the 
nature and severity of our impairments. 


Mr. Jordan is a Philadelphia specialist and 
consultant in gerontological planning. 
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In buildings intended for the principal 
use of the elderly, the architect has the 
opportunity—trather, the obligation—to 
design a facility that becomes a supporting 
environment for its users. The use of a 
ramp in place of a stair is certainly not 
implied; ramps are generally more diffi- 
cult for everyone except those in wheel- 
chairs. But stairs that are wide enough for 
two abreast, with continuous handrails on 
each side, with gentle risers and wide 
treads, clearly defined nosings and fre- 
quent landings, are stairs that will be 
easier for everyone to use. Design stand- 
ards and features that create convenient 
interiors for the elderly need not be ob- 
trusive. It is safe to say that good design 
for the elderly is good design for every- 
one (except, perhaps, the very young). 

Most buildings are designed to meet 
commonly accepted standards which as- 
sume relatively homogeneous character- 
istics in the people who occupy them. The 
child learns to cope with stairs whose 
risers and treads were proportioned for 
the longer legs of adults. The person in a 
wheelchair stretches to reach the light 
switch which was conveniently positioned 
for a standing adult. 

The child and the handicapped person 
may be able to cope with some of those 
environmental problems, but perhaps not 
with all. So it is with the elderly. As an 
older person's competence level decreases 
in relation to a norm, his behavior will be 
more affected by his environment. Physi- 
cal settings which a person of average 
competence may deal with through adap- 
tive behavior may be too taxing for those 
with a lower level of competence. 

This is not to say that all older people 
are less competent. We must clear our 
minds of the persistent stereotype of old 
age as a period of deterioration. We must 
see older people as individuals with an 
even greater diversity in terms of health, 
personality, intellect and overall compe- 
tence than other segments of society. 

With the above reservations in mind, 

I have developed a series of gerontological 
design goals which I believe can be help- 
ful in undertaking the design of a facility 
to be used primarily by older adults. 
These have grown out of my readings in 


the literature of gerontological research 
and behavioral science, combined with 
my own observations and experience. 
The goal statements, originally devel- 
oped for senior centers, are applicable to 
the design of any congregate facility— 
nursing homes, domiciliary housing, day 
care centers and retirement communities. 
The goals are as follows: 
Increase opportunities for individual 
choice: One of the effects of aging on an 
individual's life pattern is to reduce the 
number of options open to him. The facil- 
ity should provide an environment that 
permits the widest possible range of per- 
sonal choices to the individual consistent 
with the needs of the group. 
Minimize dependence and encourage 
personal independence: The desire to be 
independent of others' assistance is partic- 
ularly strong among the elderly. The abil- 
ity to do for one's self carries a sense of 
pride and increases self-esteem. Design 
supports should be unobtrusive so that 
those who are more competent are not 
made to feel dependent. 
Reinforce the individual's level of compe- 
tence: Environmental supports will help 
those less able to function on a higher 
level of competence. We must remember, 
however, that competence refers to the 
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Friends and acquaintances at the Phila- 
delphia Center for Older People. 


means sufficient without excess. It would 
be unfortunate if a facility were so over- 
designed with safety aids that the indi- 
vidual felt a loss of independence and thus 
of self-respect. 

Compensate for sensory and perception 
changes: The aging process brings change 
to the individual's sensory mechanisms of 
sight, touch, taste and hearing that can 
result in decreased perceptive ability in 
any one of them. An older person may be 
unable to smell smoke, to hear an alarm 
or to see an obstacle in his path. Such 
changes do not inhibit a person from ab- 
sorbing and processing environmental in- 
formation, but they do imply an increase 
in reaction time and sensitivity to other 
stimuli to compensate for losses. 
Recognize some decrease in physical 
mobility: Changes in muscular efficiency 
and coordination may result in a decrease 
of general mobility and behavior that is 
slower, less strong, accurate and confident 
than that exhibited at an earlier age. Walk- 
ing, carrying, climbing, gripping, lifting, 
pushing and pulling are all motor func- 
tions that can become less adept or force- 
ful during the aging process. 


Improve comprehension and orienta- 
tion: Changes in mental functioning 
brought about by age can result in be- 
havior that includes memory loss, forget- 
fulness, disorientation and incoherence. 
Building products that confuse or produce 
conflicting information about the environ- 
ment should be avoided. Spatial organiza- 
tion and circulation patterns should be 
simple and direct. 

Encourage social interaction: An older 
person's social contacts are often serious- 
ly reduced by retirement from work, loss 
of health or death of intimate friends, and 
the moving away of children and neigh- 
bors. Some seek to establish new friends 
and acquaintances in the group setting. 
Stimulate participation: The loss of 

status brought about by retirement from 
one's life work, a reduction in income and 
even aging in a youth-oriented society 

can reduce an individual's self-confidence. 
While the facility can provide other out- 
lets, it is sometimes necessary to stimu- 
late and encourage individuals to partici- 
pate in new activities. 

Provide individual privacy: Not every- 
one desires the same degree of social con- 
tact and many may want to use the facility 
for purposes other than meeting new 
friends. Opportunities should also exist 


for those who want to enjoy more intimate 
contact with one or two others. 

Reduce distractions and conflicts: A 
successful facility may have many activi- 
ties occurring simultaneously and some of 
these can conflict with each other. The 
degree of separation is partly a matter of 
necessity and partly of choice. 

Provide a safe environment: Because 

of reduced levels of physical and mental 
competence and other insecurities that 
come with aging, some older persons are 
especially sensitive to the need for a safe 
environment. A facility should incorporate 
safety features that are easy to compre- 
hend and use, both in day-to-day living 
and in case of emergency. 

Make activities and services accessible: 

A central purpose of the program may be 
to make a variety of activities and services 
available at one location to older members 
of the community. The location and design 
of the facility should make it accessible 

to the largest number of older people re- 
gardless of their physical condition. 
Improve the public image of the elderly: 
The appearance of the facility has the 
capability of changing false notions about 
the elderly and correcting outmoded ster- 
eotypes. Its design should, by its charac- 
ter and esthetic quality, improve the com- 
munity's attitudes and concerns for its 
older population. 

Plan for growth and change: Geronto- 
logical facilities are new building types 
whose form is still evolving. Trends indi- 
cate that they will take on an expanded 
role as providers of services. They are 
continually increasing in numbers and size 
and a growing older population means that 
this trend should also continue. 

The above goals were shaped after I 
studied and evaluated several senior cen- 
ters which had already been identified as 
exemplary by knowledgeable people in the 
the field. My study was part of a major 
research effort by the National Council 
on the Aging, funded by the U.S. Depart- 
ment of Health, Education and Welfare. 
From these evaluations, there evolved 
two books, Senior Center Facilities 
(NCOA, 1975) and Senior Center De- 
sign, to be published this fall. 

In my study, I sought answers to the 
question: What constitutes a building de- 
sign—including architectural features, 
equipment and furnishings—that is most 
conducive for the optimum functioning 
of older people? I spent two days at each 
site, observing the facility from design 
and functional standpoints; conducting 
structured interviews with members, staff 
and administrators, and meeting with 
them as a group. 

Now I would like to reexamine two of 
those facilities and a third of my own de- 
sign, testing aspects of each against the 
design goals as an additional method of 
evaluation. 
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The Dayton (Ohio) 
Senior Citizen’s Center 


At the time the Dayton center planned its 
present building (1967), there were few 
examples of similar facilities to refer to 
for design guidance. However, a history 
of service operations dating back 10 years 
and an experienced executive director 
provided the knowledge for programming 
decisions. The architects were Richard 
Levin Associates, Inc., of Dayton. 

Most of the early senior centers ocu- 
pied found space in such places as church 
halls and YMCA gyms. The evolution 
from make-do facilities to newly con- 
structed ones has meant that quite often 
new centers have been built around the 
concept of the “multipurpose” room 
where most activities take place—dining, 
card playing, socializing and assembly. It 
is an unfortunate tradition and will prob- 
ably persist long after its limitations are 
fully acknowledged. 
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One of the striking features of the Day- 
ton center is just such a large (4,500 
square feet) multipurpose room adjacent 
to the main entry. It is truly the center of 
all activity and functions reasonably well 
for dances, special programs, dining and 
card playing. To provide a darkened in- 
terior for auditorium functions, window 
area was kept to a minimum and the room 
depends on fluorescent lighting. This is 
not the most attractive lighting environ- 
ment for a space that serves a variety of 
social activities. Noise from the adjacent 
kitchen, particularly after lunch during 
the clean-up period, has been a problem 
when other programs are scheduled. The 
total floor area (28,000 square feet) is 
large enough so that alternative space 
arrangements were possible. A different 
planning approach could have provided 


A small lounge (bottom photo) near the 
entrance to the Dayton Senior Citizen's 
Center (below) provides a place for read- 
ing or quiet conversation. 


a more appropriate separation of activi- 
ties—perhaps special areas for dining, 
lounge and assembly. However, further 
reference to the goal statements shows 
that some aspects of the building have 
been very successful. 

“Plan for growth and change." Most of 
the lower level has been set aside for craft 
activities, and the intensity of use is very 
high. The high-ceilinged basement has 
been subdivided into four major flexible 
spaces by the use of large storage cabinets 
and material lockers. Such an arrange- 
ment invites growth and change, permit- 
ting occasional new subdivisions (as some 
craft activities are added, dropped or ex- 
panded) without costly partition changes. 
The open floor plan also encourages par- 
ticipation since each activity is not iso- 
lated into closed rooms. Because those 
functions need no auditory or visual pri- 
vacy, the “office landscape” concept seems 
the ideal solution. 

A number of circumstances have com- 
bined to create a need for office space that 
was unanticipated when the building was 
designed. The building now serves as the 
administrative headquarters for 11 neigh- 
borhood centers and office space is neces- 
sary for the program directors that serve 
them. In addition, new federal programs 
are now funding additional staff positions 
but there is insufficient desk space to ac- 
commodate them. 

“Minimize dependence and encourage 
personal independence.” The craft area is 
subdivided by storage cabinets and the 
walls are lined with closed and open 
shelving that members built for their own 
use in the wood shop. Even personal lock- 
ers to store work in progress add to the 
opportunities for members to take care of 
themselves without relying on staff assist- 
ance. Less successful has been the storage 
of chairs in the meeting room. The chair 
carts are piled high with units that are too 
heavy and beyond the reach of members 
who must call on custodial help to set up. 
Again on the positive side is a kitchen- 
ette adjacent to the meeting rooms where 
coffee and snacks are available on a self- 
service basis. 

“Reinforce the individual’s level of 
competence.” The stairways are especial- 
ly worth noting. To encourage their use 
for members’ exercise, the stairwells are 
kept open, brightened by skylights and 
carpeted like the adjacent hallway. Brick 
walls and decorative handrails add to the 
attractive character. More than half of the 
members use the stairs in preference to 
the adjacent elevator. 

“Provide individual privacy.” A small 
lounge off the entrance lobby affords the 
opportunity for reading or quiet conver- 
sation that is not possible in the multi- 
purpose room. Centers need such mini- 
lounges where personal conversations and 
intimate relationships can develop. 


The Philadelphia 
Center for Older People 


As the third oldest center in the country, 
the PCOP had considerable experience to 
draw upon when it undertook a new build- 
ing program in 1974. Its executive direc- 
tor, Jean Hansen Fisher, after guiding it 
through several decades of growth, had 
clear requirments for the new facility, and 
these were incorporated in the design by 
my firm. 

The building was organized to take 
maximum advantage of its corner location 
on one of Philadelphia’s main thorough- 
fares—Broad Street. Social activities are 
grouped at ground level with the princi- 
pal lounges opening out to a quiet garden, 
while the dining room faces the busy 
down sidewalk. Sheltered under an ar- 
cade, an outdoor cafe for members ad- 
joins the dining room and is screened 
from pedestrian traffic by wide, low 
planting beds. 

Recreational activities are accommo- 


dated on the second floor with a fixed- 
seat auditorium, craft studios and three 
interconnecting meeting rooms. One of 
these doubles as the stage to increase 
economy of use. Most of the administra- 
tive offices and counseling rooms, as well 
as smaller meeting rooms, lounges and 
craft rooms, are in the existing four- 

story PCOP building which connects to the 
new facility at the first and second floors. 

It was apparent from the beginning that 
outdoor use would be extremely limited 
by the confined urban site, but a small 
garden was planned for passive recreation, 
and this has become one of the most ap- 
preciated amenities. The garden’s large 
and exotic specimens create a year-round 
display, and a flowing watercourse adds 
sound and sparkle to the scene. 

Some aspects of the garden have not 
lived up to expectations. The fine gravel 
walk is not the best surface for older 
people, and women with thin-sole shoes 
find the walking uncomfortable. Serpen- 
tine brick walls made low and wide for 
seating go largely unused because the 


The Broad Street facade of the Phila- 
delphia Center for Older People. 


members prefer a comfortable chair with 
a back and arms. The garden could use 
more paved terrace space—areas large 
enough to provide conversational group- 
ings of three or four chairs in a cluster. 
Probably the best-liked spot in the 
center is the dining room. It has been 
likened to a French cafe, and indeed such 
was the intention of the arcade—to pro- 
vide protected outdoor dining. Unfor- 
tunately, the logistics of setting up and 
taking down the tables and chairs seems 
to be too much work for the staff, and the 
arcade remains unused. It was also de- 
signed for outdoor shuffleboard, but there 
has been little interest expressed in paint- 
ing the court surface and putting it to use. 
The outdoor arcade is perhaps the most 
controversial element of the building. 
Probably because the center has been am- 
bivalent about really using it, some neigh- 
borhood vagrants have staked out a claim. 
On warm nights the benches can make a 
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PCOP's little-used arcade (top), designed 
for outdoor dining and shuffleboard, and 
its well-appreciated small garden. 


good place to sleep for a local wino, and 
the arcade is in danger of becoming an at- 
tractive nuisance. 

On the positive side, the arcade is a 
distinctive element of the facade which 
was conceived with the following goal in 
mind: “Improve the public image of the 
elderly.” The building occupies a corner 
location on Broad Street a few blocks 
south of the commercial heart of town. Its 
distinctive design attracts attention (some 
refer to it as "the building with the 
arches") enabling it to fulfill its role as an 
important public facility serving older 
people. The prominent entrance attracts 
curious passersby who enter the lobby to 
see what's happening inside. The very 
name of the building, announced on the 
illuminated sign over the entrance, adver- 
tises its function and invites the attention 
of passing cars. People respond favorably 
to the building. They like the unusual 
brickwork, the planting beds and the 
street trees, a significant public gesture in 
this barren commercial strip. 

"Improve comprehension and orienta- 
tion." From the entrance lobby, the entire 
first floor opens up to help orient the visi- 
tor. Standing just inside the vestibule, the 
visitor can see the dining room to the right, 
the main lounge with the garden beyond, 
the elevator, stair, coat storage and rest- 
rooms straight ahead, and to the left, the 
reception counter. The interiors are ar- 
ranged in such a way that circulation 
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paths are always visually open; partitions 
on one side do not go to the ceiling. Staff 
members report that blind people who 
make up groups that the center serves 
have quickly adjusted to the interiors and 
can find their way about without assist- 
ance. 

"Provide a safe environment." Several 
problems related to safety have surfaced 
—one serious enough to require remedial 
action. When it was decided to include 
shuffleboard as one of the activities of the 
arcade, we lowered the floor eight inches 
below the entrance level to act as a back- 
stop for the puck. The change of level in 
the brick paving occurs beside the main 
entrance and several members have fallen 
after failing to notice the step. A gate and 
railing is planned to control this poten- 
tially dangerous situation. 

The garden walk crosses the water- 
course by means of several large stepping 
stones, and I am concerned that members 
with poor vision may have difficulty with 
their footing. 

"Increase opportunities for individual 
choice." Most rooms have their own tem- 
perature controls with separate heating 
and cooling zones. Floor lamps and table 
lamps in the lounge permit members to 
select the illumination level that is most 
comfortable for them. In the same room 
a variety of chairs and couches have been 
selected to permit members to exercise 
choice in comfort and individual taste. 


The Waxter Center 
for Older People 


Among the best-known of the senior cen- 
ters is the relatively new Waxter center, 
completed in 1974. In contrast to the 
Philadelphia and Dayton centers (which 
are both operated by private agencies) 
the Waxter center is a public facility built 
with a bond issue and operated by the 
city of Baltimore. With the resources of a 
major city behind it, it is understandably 
the largest, best equipped and most fully 
staffed center in the country. A steady 
stream of envious visitors flows through 
each week to inspect the building and 


try to imagine how they can build the 
same thing back home. 

Designed by the Baltimore firm of Tater 
& Kelly, the Waxter center is an impres- 
sive structure, standing free of its neigh- 
bors in a city characterized by rowhouses 
and party walls. The design itself is arrest- 
ing: With its curved brick walls and out- 
door terraces, the building could hardly 
be more successful in advertising its pres- 
ence. It makes a strong public statement 
about the community's concern and sup- 
port of the needs of its older population. 
As a symbol, therefore, it is eminently 
successful. 

The center set out to provide an entry 
that would immediately convey to the 
visitor a sense of the activities and ex- 
citement of the building. A good part of 
the ground floor is completely open, com- 
prising entrance lobby, auditorium and 
dining room as one interconnected space. 

The open auditorium has been an in- 
teresting experiment. Activities are pro- 
grammed so that there is always action 
in the space. The open plan encourages 
active as well as vicarious participation; 
it is large enough to be adaptable for 
many different activities. But it has had 
its problems, as an examination of the 
following goal demonstrates. 

* Reduce distractions and conflicts." 
Activities in the open auditorium are dis- 
rupted by the ringing of the receptionist's 
telephone in the lobby. The entry area it- 
self is a noise generator which cannot be 
controlled. The space cannot be closed off 
for paid performances, nor can it be satis- 
factorily darkened for films and slide 
shows. 

As a result of these severe problems, 
the center has installed a perimeter ceiling 
track to suspend a continuous drapery 
that can be used to close off the auditor- 
ium space for certain kinds of perform- 
ances and to limit auditory interference. 
Unfortunately, the noise problem in this 
group space is aggravated by the absence 
of any acoustically absorbing material in 
the exposed concrete coffered ceiling. 

Consultation rooms are grouped in an 
open office space. There are no really 
private offices. At best they are enclosed 
by seven-foot-high fixed partitions with 
open ceilings or by five-foot-high screen 
partitions, and, at worst, they are simply 
a desk in the open office area. There is 
absolutely no privacy for personal con- 
sultation, and clients are reluctant to dis- 
cuss sensitive problems under these con- 
ditions. 

“Compensate for sensory and percep- 
tive changes." The corridors are short, 
wide and eventful. Graphic design has 
been carefully considered: Large, attrac- 
tive plaques with easy to read incised let- 
ters on a strong contrast background des- 
ignate the principal rooms. Similar 
plaques show the schematic floor plans to 


help members and first-time visitors to 
find their way. 

“Recognize some decrease in physical 
mobility.” Space standards for comfort 
of the elderly should be higher than for 
other groups. In the dining room, princi- 
pal aisle widths between chairs have been 
kept to five feet. This facilitates move- 
ment for the handicapped and ensures 
that easy passage for all members is safe 
and convenient. 

“Encourage social interaction.” Many 
centers are forced by space limitations to 
serve meals in a multipurpose room, but 
the place where the daily luncheon is 
served should be attractive and comfort- 
able—not just serviceable. The Waxter 
center provides the better solution, the 
separate dining room. Dining can be a 
wonderful way to meet new people and 
to really get to know them. The round 
tables seat seven comfortably, providing 
ample opportunity to encourage social 
interaction. Preferable would have been 
a mix of tables sizes—two-person, four- 
person and six or more at one table—so 
that the individual has a choice. 

“Stimulate participation" and“ reduce 
distractions and conflicts." The main 
lounge on the second floor can be seen 
as an example of conflict between these 
two goals. The room serves as a combina- 
tion lounge/reading room/game room. 


Waxter Center, Baltimore: the open 
auditorium and reception area. 


Spacious, bright and cheerful, it is very 
well used. The inclusion of pool tables 
and card tables stimulates participation 
and encourages the social mix of men and 
women. 

On the other hand, combining card 
playing, billiards and lounge means that 
the space does not serve any of the func- 
tions as well as it should. Distractions and 
conflicts occur and, although it contains 
bookshelves and easy chairs, it is often 
too noisy a place for reading. There are 


no alcoves or quiet corners in the very 
open plan. 

Reassessment is gaining new adherents 
every day. Complacency and self-satisfac- 
tion (with the way we have been doing 
things and with what we know) are giving 
way to the realization that even some of 
our most respected buildings seldom work 
as they should. It does pay to look back— 
to reexamine our projects critically—and 
to talk with users. This should do more 
than keep us from repeating mistakes; 
it should give us a new respect for the 
importance of satisfying our real clients— 
those who will use the buildings. O 


AIA JOURNAL/SEPTEMBER 1977 55 


A New Edition of B141 Reflects 
Changing Client Relationships 


Major revisions in one of AIA’s basic contract forms involve 
such key matters as time, budget and cost. By Mary E. Osman 


The business of architecture is as dynamic 
as society itself. The changing nature of 
both is reflected in the newly revised edi- 
tion of ATA document B141, “Standard 
Form of Agreement Between Owner and 
Architect." First published in 1917, B141 
has gone through 12 editions, but few 
have seen such extensive revisions as the 
1977 edition. The revisions were required, 
in part, by the new edition in Aug. 1976 
of document A201, *General Conditions 
of the Contract," which contained many 
changes pertaining specifically to the 
duties, responsibilities and procedures of 
the architect, owner, contractor and sub- 
contractor (see Sept. 1976, p. 38). Both 
A201 and B141 reflect changes that have 
occurred in architectural practice, as well 
as modifications in the Institute's percep- 
tion of what the modern day practitioner 
should do for the client. 

D. J. Hackl, AIA, of Chicago, chair- 
man of the task force which developed 
B141 (the first chairman was John Rauch, 
AIA, of Philadelphia), says: “A major 
portion of the revisions in B141 has been 
developed in response to client concerns, 
particularly in regard to time, budgets, 
responsibility for construction costs, own- 
ership of the construction documents and 
suspension or abandonment of the pro- 
ject.” Rauch remarks: “The last several 
years have proved that we can’t stick our 
heads in the sand and say we aren’t going 
to deal with client concerns. If we don’t 
provide for them, the owner will just add 
them into the agreement anyway, or else 
will say that the form does not reflect his 
needs and refuse to use it.” 

E. D. McCrary, ATA, of San Mateo, 
Calif., current chairman of the documents 
board, says: “This is a bilateral contract, 
with responsibilities on both sides. If the 
owner provides a budget, it must include 
contingency amounts. If requested by the 
architect, the owner must disclose what 
the funding is going to be. Architects 
should be able to evaluate their financial 
risks before proceeding with the project.” 

B141 also demonstrates the need for 
flexibility in determining and negotiating 
the architect’s compensation. “This is re- 
lated to making sure that the architect gets 
paid for work that is actually performed,” 
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says Alan B. Stover, ATA, director of the 
documents division at the Institute. “In 
particular, it relates to the portions of the 
project which, because of cost reasons, 
may have been deleted from the final 
plans. The architect should be paid for 
work done in developing change orders 
and also for additional services that may 
be performed.” 

The revised B141’s thrust in such lia- 
bility matters as responsibility for cost 


The new B141 is designed for 
use in conjunction with the 
also recently revised A201. 


overruns, for redesigning because of the 
architect’s own errors or omissions or for 
corrective work required by these errors 
and omissions, is virtually the same as in 
the older edition. The new B141, how- 
ever, emphasizes that the owner cannot 
withhold payment to the architect because 
of alleged errors or omissions until there 
has first been a determination of liability 
in court or by an arbitration panel. Other 
liability issues reflected in the new docu- 
ment are the cost of liability insurance and 
problems pertaining to the statute of 
limitations. 

Various paragraphs have been renum- 
bered and there are changes in format. 
The compensation pages, for example, 
have been moved to the end of the 
document. ~ 

The traditional distinction between 
basic and additional services has been 
retained. Basic services, as in the previous 
edition, are outlined in five phases: sche- 
matic design, design development, con- 
struction documents, bidding or negotia- 
tion and administration of the construc- 
tion contract. 

Not all of the architect’s responsibilities 
and authority that are described in A201 
—the general conditions—are enumerated 
in B141, such as the clause which pro- 
vides that the owner cannot terminate the 
construction contract without the archi- 
tect’s approval. Hence, in presenting B141 
to the owner, the architect should also 
provide a copy of the general conditions 


in order to make known to the owner the 
full scope of the architect’s authority at 
the site and responsibilities during 
construction. 

Among the significant changes in the 
new edition of B141 are the following: 

The architect’s responsibilities in basic 
services: 

* Schematic design: A new condition is 
that the architect will evaluate both the 
program and budget proposed by the 
owner, and the schematic design will be 
based on these considerations. “In pre- 
vious editions of B141," Stover says, "it 
was only mentioned that the schematic 
design be in conformance with the pro- 
gram. The requirement that design be 
based on both program and budget clearly 
emphasizes how important the impact of 
the budget has become.” Also, the archi- 
tect will review with the owner the various 
project delivery approaches—ways to get 
the project not only designed but 
constructed. 

* Design development: Again, it is made 
clear that the design documents are based 
on the adjusted program and budget. 

* Construction documents: B141 stresses 
that in the preparation of the contract, the 
architect is only assisting the owner. “The 
architect cannot perform what is basically 
a legal function," Stover says. 

The filing of documents with govern- 
mental authorities is the owner's responsi- 
bility, and the architect is only acting as 
the owner's agent in filing documents, 
such as application for building permits. 

Stover stresses that the architect should 
have no direct relationship with surety 
bonding companies. "Sureties send in 
forms to ask how the contract is progress- 
ing. If the architect does deal with such 
forms, it should be only as the owner's 
agent and at the owner's request. The 
danger is that if the architect fills out the 
forms and reports, erroneously but un- 
wittingly, that the work is progressing well 
and the contractor goes bankrupt, the 
surety (on the basis of the statement 
signed by the architect) might attempt to 
recover from the architect who volun- 
teered the information." 

* Construction: Most of the changes are 
predicated on adjustments made in the 
1976 edition of A201, which restates the 
established position of the document that 
the contractor, not the architect, is re- 
sponsible for construction means, 
methods, sequences or procedures. 

According to the new B141, all the 
architect's basic services terminate when 
final payment to the contractor is due, or, 
if there is not a final certificate for pay- 
ment, then the services terminate 60 days 
after the architect has issued the certifi- 
cate of substantial completion. “The rea- 
son for this," Stover explains, "is that it is 
critical to have a termination date that is 
ascertainable in order to start the statute 


of limitations running on the architect’s 
services.” 

B141 recognizes that the architect’s 
construction administration responsibili- 
ties may not be those defined in the 
general conditions. “If the architect’s 
construction phase duties are to be any 
different,” Stover says, “then clearly it has 
to be agreed to by architect and owner, 
and the actual role of the architect has to 
be set forth in the construction contract 
to avoid misleading a contractor or 
anyone else as to the true extent of the 
architect’s authority during construction. 
This has been critical in certain cases 
where the architect did not have a par- 
ticular form of authority, although the 
documentation may have indicated other- 
wise. B141 provides that the architect’s 
authority is limited to what is set forth in 
the agreement.” 

As does A201, B141 limits the archi- 
tect's control or charge of the work. “The 
architect is not trying to avoid responsi- 
bility,” says L. G. Shea, AJA, of Detroit, 
a member of the task force. Authority 
has to go with responsibility, and the 
architect does not have authority over 
construction means and methods. Also, 
the contractor does not want the architect 
to have this authority, since the entire 
bidding process is based on the contrac- 
tor's assumption that his superintendent 
will control the construction operation. 
This makes it unnecessary for the con- 
tractor to anticipate by contingency how 
much interference with the construction 
operation the architect would cause by 
exercising this control instead." 

Other changes relate to frequencies of 
the architect's visits to the site, condi- 
tioned by the stages of construction of 
the project or the specific agreement with 
the owner. Instead of the vague word 
"periodic" which has been used to define 
on-site observations, the document elimi- 
nates the word and is more specific as to 
what really happens. 

B141 delineates the architect's role in 
certifying payment, in that certification is 
based on the architect's evaluations of the 
contractor's application, as well as on 
observations at the site. “Certification for 
payment," Stover says, “is probably the 
most important responsibility the architect 
has during construction and is the prime 
source of economic power over the con- 
tractor. Consequently, the architect 
should study B141 and impress upon the 
client what certification of payment really 
means." 

Dean F. Hilfinger, FAIA, of Bloom- 
ington, Ill., a member of the documents 
board, says: “The role of the architect in 
change orders is clarified, conforming 
with the owner provisions contained in 
A201 for many years. The architect has 
authority to order major changes in the 
work, provided they do not involve an 


increase in cost or an extension of time." 
As in A201, BI41 also provides a pro- 
vision whereby warranties are forwarded 
by the architect to the owner for review. 
The architect cannot undertake a review 
of warranties, which is essentially a legal 
service. 

Additional services: “Many services 
beyond those in basic services are not 
known until after the project is under 
way," Shea says, “but if the owner knows 
that some additional services will be 
required at the time the contract is signed 
initially, then these can be turned into 
basic services and included in the archi- 
tect's basic compensation. 

“The previous edition of B141 required 
prior authorization of additional services, 
but because of a technicality that such 
authorization was often not obtained 
prior to the time the work was done, the 
architect was not paid. So we have re- 
moved the technicality. Now if the owner 
authorizes additional services from the 
architect after execution of the agreement, 
it is the same as though he ordered them 
initially. This provision enables the archi- 
tect to be paid for work actually done." 

B141 also relates to and recognizes 
such matters as fast-tracking of a project, 
where the construction is started before 
the drawings are completed; coordination 
responsibilities, such as those provided by 
a construction manager; life cycle costing 
and energy analysis, and interior design. 

Another important change is the "extra 
work" clause, based on the recommenda- 
tions of the committee on architecture for 
health. Revisions in drawings, specifica- 
tions or other documents required by the 
enactment or revisions of codes, laws or 
regulations subsequent to the preparation 
of such documents constitutes extra work 
on the part of the architect, for which 
compensation is due. *For example," 


The architect is responsible 
for making and holding to a 
time schedule if requested. 


Stover explains, “the Department of 
Health, Education and Welfare now re- 
quires that its new buildings be barrier- 
free. This is a changed legal requirement 
that must be complied with. If the archi- 
tect has to redesign an entire building to 
meet such a regulation, the work should 
be paid for.” 

A new provision relates to time. The 
architect is made responsible for the 
preparation of a time schedule and com- 
pliance with it, if the owner so requests. 
“This probably was the most frequently 
inserted type of provision in the past,” 
Rauch says. “This addition grew out of 
the review by the architects in industry 
committee. The timely performance of 


the architect’s services is just as critical to 
the owner as a firm schedule for con- 
struction.” 

The owner’s responsibilities: A require- 
ment for programming by the owner is 
now included and defined. A new clause 
pertains to the owner’s project budget, 
based on recommendations by the AIA 
board in discussions of the A201 financial 
responsibility clause. The owner is re- 
quired, if the architect requests it, to 
provide a statement of funds available 
and their source. The budget'provided by 
the owner also should include provisions 
for contingencies for various items, par- 
ticularly the cost of changes that will 
occur during construction. “This allows 


The architect is entitled to 
payment for all services 
even if construction aborts. 


the owner to reflect his own experience in 
establishing budgets on past projects in 
ordering changes during construction,” 
says Shea. 

A statement in B141 clarifies that the 
owner is responsible for auditing the 
contractor’s application for payment 
which he feels may be required. “The 
architect is not an auditor,” Shea says. 
“The architect is required to inspect the 
contract application and supporting data 
for general accuracy and conformance 
with contractual requirements, but audit- 
ing is not the architect’s responsibility. 
This becomes particularly important in 
cost-plus work where auditing is required 
to verify that the contractor actually did 
incur certain costs.” 

Construction costs: In this regard, 
Stover says, the task force tried to listen 
to what owners are saying and to respond 
in terms of current good practice. The 
system of precedence for determining 
construction costs has been dropped. “The 
prime purpose of the former provisions," 
Stover explains, *was to allow the archi- 
tect to collect compensation when it was 
based on a percentage fee for work that 
was designed but not completed. Because 
the work may have been deleted, it never 
showed up in the construction cost and 
the architect was not paid." B141 now 
provides specifically for this situation, 
making the order of precedence 
unnecessary. 

“The architect is now entitled to pay- 
ment for all services under the agreement, 
whether or not construction is ever 
started," says Shea. “When a fixed limit 
of construction cost has been exceeded, 
the architect is responsible for rede- 
signing without charge to meet the ex- 
ceeded fixed limit, and when the architect 
has done so, is entitled to compensation 
for previous services even if the owner 
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does not proceed with the project.” 

Stover says this has been a big prob- 
lem: “The architect often was not paid 
when the owner abandoned a project be- 
cause of cost overruns after the architect 
had fulfilled all obligations.” 

“The definition of direct personnel ex- 
pense has been clarified to include, in 
addition to the salaries of all the archi- 
tect’s personnel engaged on a project, the 
pro rata cost of mandatory and custom- 
ary contributions and benefits, specifically 
listing such items as employment taxes 
and similar contributions. This definition 
is now consistent with the ATA financial 
management system approach to com- 
pensation,” says Donald J. Stephens, 
FAIA, of Albany, a member of the task 
force and former regional director from 
New York. 

A sore point in the past between 
architect and owner has been reimbursable 
expenses. Under the new B141, repro- 
duction of copies of documents for the 


If the architect is required 
to carry extra insurance 
coverage, he is to be reimbursed. 


architect’s office use, such as work prints 
and check sets of drawings, are not re- 
imbursable. If the architect wants to 
charge for all reproductions, then a 
modification will have to be made in the 
agreement. Expense of data processing 
and photographic techniques, when used 
in connecton with additional services, are 
also reimbursable items. 

Based on recommendations of the lia- 
bility review task force, B141 now in- 
cludes a provision that the architect will 
be reimbursed for any extra amounts paid 
for insurance coverage required by the 
client over what is normally carried. “This 
could include professional liability insur- 
ance,” McCrary says. “If it is more than 
the architect normally carries, then the 
owner will have to pay for the cost of 
excess coverage. If the architect is not 
carrying any insurance at all at the time 
and it is required, then presumably the 
owner would have to pay for it.” (In 
order to apportion the costs of liability 
insurance to individual projects, members 
insured under the AIA-commended in- 
surance program should contact Victor O. 
Schinnerer & Co., Inc.) 

Payments fo the architect: The former 
B141 contained a schedule which estab- 
lished a percentage of the total compensa- 
tion payable for each phase of the work. 
Such matters are now moved to the com- 
pensation pages at the end of the docu- 
ment. “AIA has not dictated percentages 
for compensation in the new B141," 
Stover says. “Rather, the architect deter- 
mines the percentages based on negotia- 
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tions, office records or other procedures 
for each of the phases of that project 
based on its scope." Stephens says that 
“this makes B141 more flexible in use 
with the increased scope of services and 
the more sophisticated cost-based com- 
pensation approach of the AIA financial 
management system." 

“Tf the time of construction is extended 
through no fault of the architect,” Shea 
says, "the architect is compensated on an 
additional services basis for the extra 
amount of contract administration time 
required, but the time that the architect 
owes the owner for final inspection re- 
mains part of the basic compensation. 
The owner pays for extra interim site 
visits that may be required, but the archi- 
tect continues to provide inspection as 
part of basic services." 

B141 does not permit the owner to 
withhold payment to the architect because 
of alleged errors or omissions. “There 
first must be a determination of liability 
on the part of the architect by a court or 
an arbitration panel, which cannot be 


done unilaterally by the owner," Shea says. 


Ownership and use of documents: B141 
recognizes the owner's rights in the docu- 
ments, and he is permitted to retain copies 
of such things as drawings and specifica- 
tions. The owner, however, is prohibited 
from further use of the documents, espe- 
cially if the agreement is terminated for 
reasons other than the architect's default. 
“If the owner wants to use the documents 
for purposes other than the construction 
of this particular project, he has to get the 
architect's agreement for this additional 
right which is not a part of the basic 
agreement,” Hackl says. “The owner may 
also be required by the architect to in- 
demnify him against any liability imposed 
after the documents leave the architect’s 
control, resulting from the owner’s use.” 

Termination of agreement: A new 
paragraph allows the owner to terminate 
the contract if the project is permanently 
abandoned. “The owner cannot terminate 
purely for his own convenience,” Hackl 
says, “but temporary suspension of the 
project does not permit the owner to drop 
the architect without being in breach of 
the contract.” 

Termination expenses represent lost 
profits to the architect for premature ter- 
mination and in the event of termination, 
the architect who is not at fault is to be 
compensated for services performed and 
for reimbursable expenses. Compensation 
earned is worked out on a percentage 
basis, depending upon the phase in which 
termination occurs. 

Miscellaneous provisions: One of the 
new provisions pertains to what the task 
force calls a “contractual trigger” which 
makes the statute of limitations start to 
run. “This is important in instances where 
the statute of limitations does not have a 


There is now a single form 
for determining the method 
of compensation to be used. 


clear-cut starting date,” Stover says. “In 
such instances, several courts have ruled 
that the statute of limitations does not 
start to run until the defect or omission is 
discovered, which could be 20 years down 
the road. Basically, B141 says that the 
time period begins to run at substantial 
completion of this particular contract. 
Supposing there is a seven-year statute 
relating to architectural and construction 
services, then after seven years the archi- 
tect has no contractual liability under that 
statute, but may still be responsible to 
third parties. B141 changes what is called 
the discovery rule that has been imposed 
by some courts by having the agreement 
of the parties fix a definite starting point 
for the statute of limitations computation.” 

Compensation pages: Formerly, there 
were four pages for compensation, each 
for a different method. The new B141 
contains a single form, and the architect 
determines the compensation arrange- 
ment within that format. 

Instruction in the use of the forms will 
be distributed through the AIA handbook 
supplement service and will include 
sample ways to fill in the various types of 
compensation. 

Stephens points out that flexibility in 
the compensation pages is important, “be- 
cause architects are more and more using 
hybrid or composite bases on which to be 
paid. B141 allows compensation that is 
appropriate for whatever function the 
architect is undertaking.” Stover gives an 
example: “During the design phase, the 
architect may be on an hourly basis and 
then move to a fixed fee for the prepara- 
tion of documentation and then to an 
hourly basis for construction adminis- 
tration.” 

The interest clause has been moved 
here from the body of the former B141. 
“Architects must be aware of the federal 
truth in lending laws and state and local 
laws for consumer protection," Stover 
says. "Under certain circumstances, there 
may be very serious consequences to the 
architect if this interest clause fails to pro- 
vide proper disclosure, such as the annual 
percentage rate. Such consequences may 
include not only avoidance of the obliga- 
tion to pay entirely on the part of the 
client but also may subject the architect 
to fines or penalities as well." 

The new B141 has followed the tradi- 
tional documents-development process in 
that the basic document was prepared by 
a task force of members of the documents 
board. In addition to the involvement of 

continued on page 88 
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BOOKS 


Solar Designing. James Lambeth. John 
Darwin Delap, co-author and editor. 
Privately published, 1977. 116 pp. $10. 
(Available to AIA members for $9 from 
the department of publications marketing. ) 

James Lambeth has been concerned 
with the relationship between architec- 
tural form and solar performance of 
buildings, and for the last six or seven 
years has been producing a series of 
buildings and studies that are beguiling 
and provocative. His projects, point of 
view and some underlying principles are 
contained in this book that he has written, 
illustrated and published. 

He is committed to buildings that take 
full advantage of the sun’s heat in winter 
and reject it in summer without depend- 
ence on mechanical hardware or the use 
of passive systems. He has evolved a plan 
shape resembling a thick-stemmed Y, with 
the open face glazed and oriented to the 
south and no (or minimal) openings to 
the north, east and west. 

Lambeth has also worked with concen- 
trating collectors—actually, reflectors 
with mirrored facets that are sections of 
cylindrical surfaces. He calls them lenses 
and uses them to melt snow at the en- 
trance to an Aspen, Colo., ski lodge and 
to heat water in a condominium pool. 

A brief introductory section of the book 
has a useful categorization of the different 
ways to approach solar energy systems, 
starting with the simplest passive systems 
and ending with the most complex active 
systems, followed by a graphic box score 
of several dozen solar buildings that gives 
their salient characteristics. This consti- 
tutes a useful and explicit prelude to Lam- 
beth’s own work. 

The book is attractive, engaging and 
didactically partisan to many of the 
things that I am. Possibly for these rea- 
sons, I would like to state a few doubts 
and reservations that arose. 

First, there is no verified experience of 
the actual performance of these various 
structures. If the presentation limited it- 
self to the emotional generation of the 
forms, there would be less reason to seek 
this information. 

However, many statements that are 
made as categoric performance summa- 
ries do not sound reasonable. 

The mirrored wall of the McKamey 
residence in Fayetteville, Ark., may be 
there to permit the view, but certainly 
warding off the sun reaching the north 
face at sunrise and sunset of the summer 
solstice does not warrant the solution. 

There are questions that should be 
better answered about the relationship be- 
tween means and ends. For example, what 
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is the effect of the snow-melting “lens” at 
Aspen? Will it eliminate snow or just put 
a layer of ice on it? 

In the Delap house calculations (the 
house is also in Fayetteville), there appear 
to be inadequate provisions for infiltration 
and the opening of doors and windows. 
There should be performance experience 
to indicate what correlation there is be- 
tween prediction and actual consumption. 

Even with these and similar questions 
unanswered, the book remains an attrac- 
tive and interesting one. Lambeth’s inven- 
tive search for forms that function well 
promises worthwhile contributions in the 
years ahead. Richard G. Stein, FAIA 


Encyclopedia of Energy-Efficient Building 
Design: 391 Practical Case Studies. Kai- 
man Lee, AIA. Boston: Environmental 
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Design & Research Center (940 Park 
Square Buiding, Boston, Mass. 02116), 
1977. 2 vols. $150. 

This work pulls together substantial 
data on 391 building projects purported 
to be energy-conscious. Many of the proj- 
ects are familiar, having been recycled 
from other sources. A few, however, have 
not appeared widely in print. 

Information on each project is pre- 
sented in a standardized format which 
covers the basic scope or objective of the 
project, energy-conscious techniques em- 
ployed, materials and equipment used, 
availability of further information and the 
reference source from which the informa- 
tion is given for each reference, although 
one wishes that the work would have in- 
cluded a separate bibliographical listing of 
all references cited. 
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The format is somewhat helpful for 
making general comparisons between 
projects with respect to their physical 
characteristics. Perhaps the book’s most 
useful feature is its system of three cross- 
referenced indices, the first of which is an 
alphabetical listing by project title. The 
second listing classifies projects by build- 
ing type. As one would guess, the majori- 
ty of abstracts are on single-family dwell- 
ings—194 to be exact. 

The remainder of the projects, however, 
contain a wide variety of types—from an 
airport terminal and apartments down 
through a warehouse and a wastewater 
treatment facility. 

The last index is a useful listing of proj- 
ects classified by techniques or features 
used—for example, air-type solar collec- 
tors, greenhouses, heat pumps, insulation, 
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etc. This permits users to quickly locate 
projects which incorporate specific fea- 
tures. In this listing the same project will 
appear under as many headings as the 
number of features it uses. 

The work contains an abundance of 
graphical material, including photographs, 
drawings and diagrams, but the quality of 
their reproduction is often disappointing. 

Overall, the effort makes a significant 
contribution to the available literature on 
energy and buildings. It should be of in- 
terest and use to any one serious about 
the subject—architects, engineers, stu- 
dents, researchers. The price tag of $150 
could be a deterrent to some. Conversely, 
it may be insignificant to those who can 
capitalize on the information offered. 
Joseph A. Demkin, AIA, Director of En- 
ergy Programs at the Institute 
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ment because they're the finest quality sinks money can buy. 


There’s an Elkay Sink for every institutional need. Just let us 


know what you need. Ask to have our representative call on 


you or send for our latest literature. 


Elkay versus the ordinary. There's no comparison. 
EFLKAY 


MANUFACTURING COMPANY 
2700 South Seventeenth Avenue 
Broadview, Illinois 60153, Department 21-24 
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Survival 2001: Scenario from the Future. 
Henry E. Voegeli and John J. Tarrant. 
New York: Van Nostrand Reinhold, 1975. 
115 pp. $5.95. Power from the Wind. 
Palmer Cosslett Putnam. Foreword by 
Beauchamp E. Smith; introduction by 
Vannevar Bush. New York: Van Nostrand 
Reinhold, 1974. 224 pp. $9.95. 

Survival 2001 has a sensational flavor. 
From a supposedly mid-21st century van- 
tage point, a scenario is presented in “fu- 
turistic form" which contains some wish- 
ful thinking. The blurb assures us that, 
among others, the “beleaguered power 
companies" will eagerly welcome the au- 
thors' proposals. 

Most of the remedies, presented in 
order to solve problems of energy-saving 
and alternative power generation, are 
well known, though some improvements 
are suggested. Discussed and depicted are 
facilities to harness the power of moving 
air, the sun's energy, the ocean tides and 
waves and geothermal energy. Other ex- 
amples are the recycling of organic wastes 
and new modes of transportation. 

The most original contribution con- 
cerns the technological methods of ex- 
ploiting ocean waves; the most controver- 
sial suggestion is the use of nuclear fission 
plants. While the described methods have 
their promises, and will be pursued, the 
wishful thinking assumes that those sub- 
stitutes will allow us to continue with the 
current pace of exploitation of natural 
resources. 

Tarrant's text is not comparable with 
Voegeli's drawings. There is a lack of 
technological explanation, but many as- 
surances which sound like public relations 
talk. Great caution is necessary before 
accepting such pious statements as “to 
change or modify the physical nature of 
Niagara Falls requires courage" and “the 
beauty must not be compromised," yet 
"practicality and scientific progress in 
people's welfare deserves cautious con- 
sideration.” 

The greatest shortcoming, perhaps, is 
that these technological proposals are not 
seen as parts of total ecological systems 
within a given environmental system. If 
we do not consider these complex interre- 
lationships, then man will have scant pros- 
pect of looking back in mid-21st century. 

The book contains neither bibliographic 
references nor index. 

Power from the Wind is quite another 
story. All attention is given to the single 
theme of power generation on a large 
scale by windmills. It is the story of the 
Smith-Putnam wind turbine that was 
erected in 1941 and tested on Grandpa's 
Knob near Rutland, Vt. The idea of de- 
veloping alternative sources of power, 
therefore, goes back 36 years. In fact, it 
was an old and proved practice before the 
age of electric energy production. 

Books continued on page 64 
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Interior—John A. Volpe International Terminal, Canopy—John A. Volpe International Terminal 
Logan International Airport, Boston, Mass Logan International Airport, Boston, Mass 


"We looked for efficiency, and steel pipe offered "We were looking for an economical structuri 
a distinct advantage. Because of its cross- that satisfied load requirements, and create: 
sectional uniformity, shop layout time was a unique sculptured appearance. Using stee 
minimized." pipe triangular truss units, we achieved this a 

st comparable mor nventione 
West End Iron Works aiaa e oca la 


Cambridge, Massachusetts system with applied finishes. 

—Fabricator In addition, this concept allowed us to extent 
the trusses beyond the perimeter columns 
creating an economical 35 foot cantilevere 
canopy that ran the length of the building." 


Zaldastani Associates, Inc. 
Boston, Massachusetts 
—Structural Engineers 
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way tolook at 
Structurally 


Interior—John A. Volpe International Terminal, 
Logan International Airport, Boston, Mass 


"We were seeking a way to give human scale to 
the 704-ft. long Arrival/Departure Lobby. We 
accomplished this with a series of connecting 
three-dimensional space trusses, composed 
of structural steel pipe. The visual intricacy 
of this structural system, accentuated by nat- 
ural and artificial lighting, lends detail and 
variety to an otherwise overwhelming space." 


Kubitz & Pepi, Inc. and 

Desmond & Lord, Inc. 

Associated Architects 

Wellesley, Massachusetts 
—Architects 


If you'd like to take a more in-depth look at steel pipe in 
structures, two manuals are now available from the Com- 
mittee of Steel Pipe Producers. One, the "Design Manual 
for Structural Tubing” (no charge), has been prepared to 
assist you in selecting the best structural components for 
a given design problem. And, the newly published com- 
panion piece ''Tentative Criteria for Structural Applica- 
tions of Steel Tubing and Pipe" (cost $2.00), offers specific 
criteria for the design of tubular sections used in tension, 
compression, bending or torsion members. Choose either 
or both of these useful manuals, and they will be forwarded 
promptly. For your copies, please enclose a check or 
money order and make payable to: 


The Committee of Steel Pipe Producers 
American Iron and Steel Institute 
1000 16th Street, N.W., Washington, D.C. 20036 
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The technical presentation, including 
computations, tables and graphs, as well 
as cost analysis, are given in great detail. 
From the standpoint of design feasibility, 
ecological impact and product develop- 
ment, the venture was most successful and 
ought to be taken up again. Economic 
conditions and the urgency of need for 
alternative power sources have changed. 
The value of the book lies in its techno- 
logical detail, based on actual experience 
with a successful model. 

The interesting economic fact is that the 
developers had to give up the promising 
venture at that time because no com- 
parable profits were in prospect even with 
the use of a series of such large turbines. 
Though this picture may become more 
favorable with the increasing pressure of 


Clean 


need, the ultimate solution just can- 
not be linked to the economic fetish of the 
ever-increasing rate of growth. The book 
also includes a commendable but brief 
history of other large windmills. 

H. H. Waechter, AIA 


Energy and Buildings. Vol. 1, No. 1. 
Lausanne, Switzerland: Elsevier. Ap- 
proximately $62 yearly. 

This quarterly is an international jour- 
nal which will report on the results of re- 
search activities conducted by the building 
energy conservation community. It is 
edited by Baurch Givoni of Israel, A. C. 
Hardy of England and Maxine Savitz of 
the U.S. Its executive board is made up of 
international authorities, including John 
P. Eberhard, FAIA, president of the AIA 
Research Corporation. 


Compact 


Quiet 


The ADCO 90-S Acousti-Call® Booth. The ultimate 
in contemporary appearance with quiet 
noise-absorbing interior walls. Unlimited mounting 
options. Unlimited color combinations. 


The ADCO 115 Courier™ 


Outdoor/Indoor Booth. 
Blends handsomely with 


any decor. Interior 
fluorescent lighting. 


Four-way lighted signing. 


Stay-clean shelf. 
Accommodates most 
standard pay phones. 


World's Largest Manufacturer of Telephone Booths 
ACOUSTICS DEVELOPMENT CORPORATION 
and its BURGESS-DAY DIVISION 


P.O. Box 397—1810 Holste Road 
Northbrook, Il. 60062, 312/272-8880 


New York 
Denver 


Greensboro 
Reno 
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Toronto 


St. Joseph, Mo. 
Montreal 
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Vol. 1, No. 1, contains papers from a 
summer study sponsored by the Federal 
Energy Administration and held at the 
Lawrence Berkeley Laboratories, Berke- 
ley, Calif. Among the papers: “Energy 
Cost of Building Construction,” by Rich- 
ard G. Stein, FAIA; “Energy Conserva- 
tion Studies," by Fred Dubin, and *Win- 
dow Management and Energy Savings," 
by David Claridge. 

The subscription price, including air- 
mail postage, is 155 Swiss francs (about 
$62) yearly. Write Energy and Buildings, 
Elsevier Suquoia S.A., Box 851, CH-1001 
Lausanne 1, Switzerland. Authors are in- 
vited to submit manuscripts to Executive 
Editor Forrest S. Higgs, School of Archi- 
tecture and Environmental Design, Uni- 
versity of Texas at Arlington, Arlington, 
Tex. 76019. 


1977 Solar Energy & Research Directory. 
Ann Arbor Science Special Task Group. 
Ann Arbor, Mich.: Ann Arbor Science 
Publishers, 1977. 286 pp. $22.50. 
Another in the spate of reference works 
being issued on solar technology, this 
directory was compiled from “question- 
naires distributed to individuals, com- 
panies and research facilities." There is no 
mention of how the selection of recipients 
was made, and the coverage is incomplete. 
The directory, in seven sections to reflect 
the entrant's major area of activity, is 
classified as follows: energy conservation; 
manufacturers of solar components; man- 
ufacturers of solar total systems; distribu- 
tors of solar products; design/construc- 
tion, residences or buildings; solar re- 
search, and solar energy—other related 
areas. Under design/construction, a few 
A/E firms are listed, some universities 
and even an organization called the Red 
Potato Work Collective. This may sound 
comprehensive, but it is not. 


Habitat. Réalization: Sylvia Spring. 
Script: S. Spring and W. Tochterman. 
Paris: Produced by Photographic Service, 
Press and Audio-Visual Division, Unesco, 
1976. $25. (Available in this country 
from UNIPUB, Box 433, Murray Hill 
Station, New York, N.Y. 10016.) 

In 48 slides, with accompanying text, 
Unesco appeals for recognition of indige- 
nous vernacular architecture, Certainly, 
this should be an important emphasis in 
the architectural programs of developing 
countries “in order to promote the rise of 
architecture that is not merely an imita- 
tion of international industrial construc- 
tion.” 

No one who has seen the total com- 
ponents of a multistory office building 
come ashore in containers, ready for as- 
sembly, can really believe that this is the 
whole answer, but in self-housing, in rural 
areas, in places where the indigenous cul- 

continued on page 72 


FOOTCANDLES ALONE ARE NOT ENOUGH 


ast year we said "...Knoll Task Lighting, designed by 
ylvan R. Shemitz and developed by Knoll, is more tool than 
bject: its premise, logical and straightforward. Knoll 

ask Lighting begins by focusing the light where the people 
re, gives them a real sense of their own place, and angles 
he light to make work a pleasure. And the system frees 

ou to plan without reference to fixed ceiling patterns. 

he proper level of general light is supplied by uplighting 
rom work stations and the Kiosk®" 


But seeing is believing. So we photographed the offices of 
a company who has used Knoll Task Lighting throughout. They 
have achieved a perfectly balanced light environment, 
tailored to their needs, and at the same time they have cut 
their energy use in half. Could you ask for anything more? 


Knoll International 
748 Fifth Avenue, New York 10022 
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Hard Working 


InrycoWall Panels 


Today, wall panels can't just look pretty... they have to work for a 
living. Help conserve energy. Fend off air-bome pollution. Make 
possible design economies. In other words, help pay off in savings: 
savings on fuel and equipment, on maintenance, and in original 
construction. Inryco wall panels help save money in all these ways. 


Conserve Energy ^ Resist Pollution 
New factory-insulated Inryco/wall™ has a U-value of .064— New Duofinish 700™ is one of the toughest wall panel fin- 
six times as efficient thermally as an 8" block wall—and yet ishes you can get—bar none. Its armorlike urethane surface 
it's only 2" thick, with prefinished steel faces on both sides. resists even the most corrosive, abrasive industrial atmos- 


pheres (test data on request). And 
like all Innyco Duofinishes, it is a 
two-coat, oven-cured, factory fin- 
ish applied over ASTM G-90 gal- 
vanized steel. Duofinish 700 is a 
wall panel finish that doesn't just 
put up with pollution—it fights 
back. Forless hostile environments, 
Duofinish 500, Inrycos two-coat, 
oven-cured, Kynar finish delivers 
reliable, long-life performance. 


Inryco/wall's low heat loss factor 
helps reduce a building's energy | p 
consumption, making possible 
savings in heating and air condi- 
tioning—both in equipment and 
fuel costs. Important savings are 
also possible with Inryco field- 
assembled panels that have U- 
values in the range of .10. 


Save 
Through 
: Reduce 
Design Noise 


New deep-profile Inryco panels 
have been specifically designed 
to make long span walls econom- 
ical. Ribs up to 4%" deep provide 


One of the best ways to reduce 
noise levels in a building is to pro- 
vide sound absorbing surfaces. 


strength that makes possible longer panels, fewer rows of Ido Acoustiwall™ and Acoustideck* help to provide 
panels and fewer horizontal supports on tall-wall structures. dramatic reductions in overall decibel readings—impor- 
That means fewer laps, too, and erection savings, both in tantto human comfort and efficiency in any kind of building. 


time and in auxiliary structural steel. 


In r CO We'd like to tell you more about all these 
y good things. Please fill out this coupon and mail 
an Inland Steel company it to us at the address shown to the left. 


Name 


INRYCO, Inc. Building Panels Division. 
Dept. J, 4127 W. Burnham Street Firm 
Milwaukee, Wis. 53201. 


Address 


City State 
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Copper solar collectors. 
au Now delivering practical, 
| economical energy in 
every kind of building 

under the sun. 


i Decade 80 Solar House, Tucson, AZ 


Office Building, Manchester, NH 


h 


— 


ool, Charlotte, NC 


esee. aree RI arn 


— 
otel, Tempie, TX 


Bank, Concord, NH Residential homes, Santa Clara, CA 


Solar heating is not just a theory. Its here today, 
made practical by copper with significant savings in 
energy costs. 

In all types of buildings and climates, copper solar 
collectors are the heart of new, commercially available 
systems for space heating and hot water. 

The Decade 80 Solar House demonstrates the prac- 
ticality of such systems. Its copper-based system, in- 
stalled with conventional tools and skills, provides nearly 
100% of the heating requirements and approximately 
50% of the air conditioning. Copper solar collectors are 
used because copper conducts heat and also resists 
corrosion better than any other engineering metal. 

In hundreds of buildings nationwide, copper has 
proven that the sun’s energy can be harnessed both 
effectively and economically today. 

And the future is bright for tomorrow’s supply of 
copper. Copper is plentiful in the U.S.A. Natural abun- 

" — dance plus recycling make 
the U.S.A. essentially self- 
sufficient in copper. 

For more information 
on copper solar collectors 
and copper supply, write: 
Copper Development 
Association Inc., 

405 Lexington Avenue, 
New York, N.Y. 10017. 


Typical copper solar collector 
showing copper tube and 
sheet construction. 
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Bold cantilevered design calls 
for great structural strength... 


The owner of First Federal Plaza 
in downtown Austin, Texas, 
wanted a distinctive design that 
would focus on a park-like plaza 
in front of the building’s 
main entrance. 

The architects, 3D/Brooks 
Barr Graeber White, achieved 
the desired effect with a unique 
diamond-shaped structure 
featuring five stepped cantilevered 
levels. The apex of the cantilevered 
levels in front of the six-story 
building provides a focal point 
to the entry. 


Only steel could carry the load 


According to the structural 
engineers, W. Clark Craig & 
Associates, "The large cantilevers 
carrying the 72- and 90-ft-long 
walls required by the architect 
could only be framed in steel." 

Competitive framing materials 
would have required prohibitively 
deep sections to carry the 


high-strength 

steel trusses 
provide 

the solution 


First Federal Plaza, clad in mirrored glass, is oriented on the site to reflect 
the sun’s rays away from the eyes of passing drivers. 

The wall trusses, supporting the east and west ends of the building, are 
exposed on the interior to add an interesting architectural element. 


Three tapered roof trusses support the five stepped cantilevered levels below. 
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cantilevered loads, which would 
have detracted from the building’s 
esthetics. In addition, steel 
proved to be more economical 
and faster to erect. 


High-strength steel trusses 


Three tapered-steel roof 
trusses, the longest of which is 
approximately 62 ft, carry the 
five-story-high, 72- and 90-ft-long 
cantilevered walls over the plaza. 
The trusses, 13 ft 6 in. deep at 
their highest point, are fabricated 
of ASTM A572 Grade 50 
high-strength steel. 

The east and west ends of the 
building are also cantilevered 
through the use of six-story-high 
exposed wall trusses. The west 
cantilevered end projects over the 
garage entrance to three sub-levels 
of parking. The east-end 
cantilever provides a sheltered 
drive-through area for the bank’s 
drive-in teller units. The spans 
are 60 ft from the column to the 
ends of the cantilevered trusses. 

The trusses minimized the 
number of columns required to 
support the loads. This, in 
turn, provided the additional 
advantage of increased interior 
space flexibility. 


High-strength steel trusses enabled 
the architects to create a unique 
cantilevered design for this 
six-level bank and office building. 
Bethlehem supplied 340 tons 

of steel for the project. 


Composite design was used to 
economically reduce steel weight 
and permit smaller section sizes 
for the long spans. Composite 
beams and girders support and 
combine with the fire-resistive 
floor assembly of 3-in. composite 
steel floor deck topped with 
314-in. lightweight concrete. 

Our Sales Engineering Division 
offers a variety of technical and 
advisory services. Our preliminary 
frame analysis program, for 
example, is designed to help you 
select the best steel framing system 
for your building. It also enables 


you to compare steel with 
competitive framing materials. 
This program is free with no 
obligation whatsoever. 

We also have a large library of 
practical design and engineering 
aids, product catalogs, building 
case studies, and slide presenta- 
tions. If you would like additional 
information on any of these 
services, call your Bethlehem Sales 
Engineer. He’s available through 
the Bethlehem Sales Office located 
nearest you. Bethlehem Steel 
Corporation, Bethlehem, PA 18016. 


Owners: First Federal Savings & Loan SALES OFFICES 

Architect: 3D/Brooks Barr Graeber White, Architects Atlanta (404) 522-4918 Cleveland (216) 696-1881 Philadelphia (215) 561-1100 
P . s : Baltimore (301) 685-5700 Detroit (313) 336-5500 Pittsburgh (412) 281-5900 

Structural Engineer: W. Clark Craig & Associates Boston (617) 267-2111 Houston (713) 659-8060 St. Louis (314) 726-4500 

Fabricator: Capital City Steel Co. Buffalo (716) 856-2400 Los Angeles (213) 726-0611 San Francisco (415) 981-2121 

Erector: J. M. Borders Steel Erection Co. Chicago (312) 664-5422 Milwaukee (414) 272-0835 Seattle (206) 285-2200 

General Contractor: Robert C. Gray Construction Co. Cincinnati (513) 381-6440 New York (212) 688-5522 — Ask for Sales Engineer 

All of the above firms are located in Austin, Texas. AIA JOURNAL/SEPTEMBER 1977 71 
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ture and its building materials are still 
valid, it needs this emphasis. If there is to 
be response to local culture and life styles, 
to climate, light and environment, to the 
creation of a local but modern architec- 
ture, this evidence from the past is filled 
with lessons for the present. One doubts 
Tochterman’s assertion that “indigenous 
architecture is not associated with any 
architectural or academic rules simply 
because architects had nothing to do with 
its development.” It will be architects and 
architects alone who are likely to rescue 
indigenous building from its neglect. 

While the attitude is clear enough, the 
miniscule text that accompanies this pres- 
entation (in English, French and Spanish) 
is less than adequate. The buildings are 
not located other than by country, or fur- 
ther identified or described—and the cap- 
tions suggest the authors themselves do 
not know. Nothing further is provided as 
to date, building materials, structural sys- 
tems, cost or other details. Nor is the suit- 
ability of the indigenous types for secu- 
rity, fire, earthquake, typhoons or other 
conditions mentioned. A romantic and 
picturesque excellence is asserted without 
reason. 

Taken by themselves, the slides are of 
good quality for copies, not unreasonably 
priced, and might be a useful adjunct to 
a slide library that is deficient in these 


Levolor Riviera Blinds 


The mostfunctional shading device ever 
invented is now also the most beautiful. 
Levolor Riviera's keep out sun and glare with 
the turn of our Magic Wand (You can't "over- 


A beautiful way to cut HVAC costs. 


elements—as most architectural school 
libraries probably are. Frederick Gutheim, 
Hon. AIA, Director, Graduate Program 
in Historic Preservation, George Wash- 
ing University 


The Railroad and the City: A Techno- 
logical and Urbanistic History of Cincin- 
nati. Carl Condit. Columbus, Ohio: Ohio 
State University Press, 1977. 335 pp. $15. 

Although this reviewer personally 
found this book much to his liking, it was 
not what he expected. The subtitle would 
seem to read much better as “a techno- 
logical and urbanistic history of the rail- 
roads of Cincinnati," because the book is 
primarily about railroads. There is scant 
reference to the technology (i.e., manu- 
facturing industries) of Cincinnati. 

Condit begins by describing the physical 
features of Cincinnati—its hills, neighbor- 
ing streams and the bordering Ohio River 
with its damaging floods—all factors 
which were to play a prominent role in the 
location and development of the railroads. 
Basically following a chronological ap- 
proach, Condit recounts briefly the history 
of the railroads entering the city, describes 
the various stations, with illustrations of 
them, and comments on the rolling stock 
and technical features of the railroads. 

In later chapters Condit describes the 
competition from the interurbans and 
various proposals for belt lines and union 


stations, prior to that culminating in the 
Cincinnati Union Terminal. It is in the 
last chapter on the CUT that one finds 
some of the expected emphasis on urban 
planning. Condit describes the terminal in 
some detail and indicates how it reflected 
the *megastructural or microurbanistic" 
characteristics of a great railroad terminal. 
His final analysis indicates his feeling that 
the terminal was too far from the center 
of the city to have ever developed its 
potential as an influence and that a much 
better site would have been that proposed 
in 1910 nearer the city core. 

Although there are bits and pieces 
about the interrelationship of the city and 
the railroads, the book leaves unanswered 
many questions that come to mind. For 
instance, the number of railroad em- 
ployees in Cincinnati and their payroll 
would seem a more significant piece of 
data for this book than the engines used 
by the L & N on its Gulf Coast line. 
Despite this reviewer's feeling that the 
author did not fully achieve his presumed 
goal, this is an interesting and well- 
written book. George E. Pettengill, Hon. 
AIA, Institute Librarian Emeritus 


Design for Diversity. Barrie B. Greenbie. 
New York: Elsevier Scientific Publishing 
Co., 1976. 209 pp. $31.25. 
This book is about “planning for natural 
continued on page 76 


"Modern architecture 
has proved a disaster, 


Mr. Blake asserts... He writes with 
such delicious venom that he sus- 
tains interest in his case from start 
to finish" — Christopher Lehmann- 
Haupt, New York Times. "Surely one 
of the best books about architecture 
in this century" — Robert Campbell, 
Boston Sunday Globe. 


FORM 


Illus. $12.95 


x4 FOLLOWS 


FIASCO 


Why Modern Architecture 
Hasn't Worked 


Peter Blake 


Atlantic Little, Brown 


turn” either, thanks to the exclusive 
Guardian Tilter"). Let your imagi- 
nation soar...you have more than 
100 colors to choose from. Send for ; 
our complete manual. Levolor Lorentzen, Inc., 
720 Monroe St., Hoboken, N.J. 07030. 


*Guardian Tilter is a trademark of Levolor Lorentzen, Inc. 
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Little, Brown and Company 

M 34 Beacon Street, Boston, Mass. 02106 [| 
RB Attn: M.C. DeLamarter [| 
| Please send me — copy(ies) of FORM FOLLOWS FIASCO @ $12.95 each, plus 50¢ for [| 
[| postage and handling. I enclose check (payable to Little, Brown and Company) in the amount [| 
I of $________including local taxes where applicable. Please allow three weeks for delivery. I 

Order No. 0316099406 
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| Name I 
- Address - 
I City I 
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New Regal 
earth tube 


Now Regal offers you structural 
steel tubing with a beautiful yet 
tough weathering surface. The 
warm earth tones of its durable 
surface mature with age and blend 
naturally into any environment. 
Painting is never required. Available 
in square and rectangular shapes, 
dozens of perimeters and wall 
thicknesses for scores of uses. 
Earth tube. We think you'll agree its 
well named. 


REGAL TUBE COMPANY 


7401 South Linder Avenue 
Chicago, Illinois 60638 e 312/458-4820 
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We invite you to send for 
our earth tube catalog. 
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“Beautiful,” they said. And we 
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The restyled headquarters of 
Northwestern Federal Savings is 
as pleasing to the people inside 
as to those outside. 

And LOF's glass with Vari-Tran® 
coating is a major factor in what's 
happened to this building in Fargo, N.D. 

But if ever beauty went well 
below the surface, Vari-Tran's year- 
round comfort and energy savings 
are good examples. And when the 
people at Northwestern Savings say 
everything's beautiful, they're also 
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thought they meant the outside. 


talking about their building’s 
operating economy. 

Available in a wide variety of 
shading coefficients and colors, 
Vari-Tran can help turn almost any 
older building into a thing of beauty 
and a joy to Accounts Payable. 

To find out how much you can 
save with Vari-Tran, contact an 
LOF architectural representative. 
He'll put our computers to work on 
a spec sheet for a building you 
have in the works. 

Or, for more information, write 
Ralph Hayward, Libbey-Owens-Ford 
Company, 811 Madison Avenue, 
Toledo, Ohio 43695. 


ENERGY SA' . Heating: 4064 Gallons No. 2/Year 
VINGS Cooling: 75,967,933 BTU/Year 


1" INSULATING 
REFLECTIVE GLASS 


———————L1/4" PLATE GLASS 


4—1-1/2" INSULATION 


HIN 
I!) 


1— SPANDRELITE PANEL 


INSULATING PANEL “U” COEFFICIENT 0.5 INSULATING PANEL “U” COEFFICIENT 
INSULATING GLASS “U” COEF. SUMMER 0.56 INSULATING GLASS "U" COEF. SUMMER 92. 
WINTER 0.48 WINTER 0.44 
SHADING COEFFICIENT 0.77 SHADING COEFFICIENT 0.24 
AVERAGE “U” COEFFICIENT 0.49 AVERAGE "LU" COEFFICIENT 0.16 
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man in the neotechnic environment.” It 
has an ethological approach. Greenbie 
explains that ethology is a science con- 
cerned with the relationship of animals to 
each other within the environment. In this 
case, ethology really has to do with human 
animals. By extrapolating from studies 

of animal behavior, Greenbie presents a 
process for examining the implications of 
territoriality, community and other aspects 
of the way human beings live in, use, in- 
tervene and interact with their physical 
and social environments. The book makes 
a contribution to a widespread research 
effort which is beginning to give us in- 
sights into some of the factors which for so 
long have been missing from our processes 
of design and planning for people. 

The book is divided into three parts. 
The first section contains an introduction 
to the need for an ethological approach 
and is followed by a theroretical definition 
of ethology. Greenbie calls it a science for 
planning and design. Ethology is a process 
of studying interactions. It proceeds from 
natural observations. It is a study of how 
and why people do what they do, with the 
intention of not merely understanding the 
psychological implications, but also the 
nature and quality, advantages and con- 
straints and probable long-term outcomes 
of people’s continuing changing inter- 
action with their physical, natural and 
social environments. 

The second part of the book deals with 
animal studies, and this is used as a model 
for the third part which focuses on human 
studies. This third section is, of course, 
the main thrust of the work. Here Green- 
bie assembles ethological models for deal- 
ing with such issues as space and scale. 
Using these two concepts, he looks at 
today’s city and suburb, setting up his 
consideration of the evolution of society. 

An example of Greenbie’s literary and 
verbal illustrations is given in an excerpt 
from Tom Sawyer. Tom meets a new boy 
and they both test their manhood and 
authority by an escalating series of chal- 
lenges, such as, “I dare you to step across 
that line. .. .”” Here the intention is to 
show how people feel their way with each 
new environmental experience. Tom and 
the other boy were each trying to deter- 
mine the limits of their new relationship. 
How much social space would they allow 
each other? Such references are skillfully 
woven into the overall purpose and con- 
tent of the book. 

Greenbie explains that in prescientific 
days there was a reluctance to appear 
wrong. This reluctance was due to fear of 
alienation from social groups. When it 
comes to aspects of how we live on our 
planet and within the institutions we have 
created, it is often apparent that this re- 
luctance to appear wrong—this ignorance 
—is preferred to a rational series of ideas, 
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processes and measurements whereby we 
can begin to understand the system of in- 
stincts and values that form the basis for 
the way we use and live in our environ- 
ment. This, really, is what Design for 
Diversity is all about. It is a book rich in 
ideas and well worth reading. Basil Honik- 
man, Chairman, Department of Architec- 
ture, University of Miami 


Design Cost File: 1977 Composite Prices. 
Compiled by McKee-Berger-Mansueto 
Inc. New York: Van Nostrand Reinhold, 
1977. 200 pp. $29.95. 

This compilation of unit costs for 
labor, materials and equipment will en- 
able the architect to assess the cost/design 
relationship of alternative building sys- 
tems. It covers 10 basic systems: founda- 
tions, structural systems, column fire 
protection, roofing systems, exterior walls, 
interior partitions, plumbing and sprink- 
lers, HVAC systems, electrical systems 
and finishes. With the data provided, the 
user can compare similar systems and de- 
velop realistic costs in the early stages of 
a project. The data are also helpful in life 
cycle cost analysis. The pricing informa- 
tion is based on cost data of 20 city 
median, and projected to May 31, 1977. 
As explained in the introduction, it is an- 
ticipated that during 1977 there will be a 
7 to 9 percent increase in labor costs and 
an 8 to 12 percent increase in material 
prices. 


Graphic Guide to Interior Design. Written 
and drawn by Forrest Wilson. New York: 
Van Nostrand Reinhold, 1977. 128 pp. 
$10.95 hardbound, $4.95 paperbound. 

“Design is often said to be such a mys- 
terious thing that only very special people 
can understand it. The people who say 
this are usually professional designers. 
This book is based upon the assumption 
that design is in reality a rather simple 
activity which we all do every day without 
making any fuss about it,” so says this 
witty architect, author and teacher. With 
a minimum of text and a plethora of his 
inimitable drawings, he explains what in- 
terior design is all about. He zeros in on 
space, scale, structure, materials, sound, 
light and color—and then he puts it all 
together again. He says the book “may 
not tell you anything you did not already 
have the senses to find out for yourself. If 
you have learned this, it has been worth 
my writing and your reading." It is cer- 
tainly worth the reading. 


Coming to Our Senses: The Significance 
of the Arts for American Education. A 
panel report, David Rockefeller, Jr., 
chairman. New York: McGraw-Hill, 
1977. 334 pp. No price given. 

Last we heard, cutbacks in public 
school curricula, necessitated by budget 
cuts, were causing a drastic reduction in 


arts courses, because they were considered 
little more than icing on the cake. Almost 


overnight, advocates for the arts have not 


only rallied to reverse this trend, but also 
to encourage a spectacular growth in arts 
education, similar to that enjoyed by the 
sciences after Sputnik in the late 1950s. 

This is the report of a nationwide study 
by a distinguished panel of 25 prominent 
businessmen, scientists, artists and edu- 
cators, headed by David Rockefeller. It 
emerges as a strong rallying cry to in- 
crease school emphasis on the arts. Says 
the panel: “The arts must, in fact, be seen 
as one of the basics . . . they more than 
any other subject awaken all the senses— 
the learning pores." The panel claims that 
the study of the arts instills discipline and 
motivation to learn, and that there is a 
high correlation between art-oriented 
curricula and a reduction in student van- 
dalism. 

The book begins with an historical 
survey of American attitudes toward the 
arts. (“They [the pilgrims] brought to 
these shores the Reformation, not the 
Renaissance, and the gray shadow of 
John Calvin stretched across their stern 
and rockbound coast.” ) After an exami- 
nation of the state of art education today, 
the panel makes 98 recommendations. 
The panel calls for a new federal agency 
to coordinate information about artists, 
programs, funding and research, and for a 
cabinet-level secretary of education. It 
also recommends that each governor es- 
tablish a cabinet-level position for the arts 
and that every municipality form an arts 
commission concerned with education. 

The $300,000 study, whose end- 
product is this report, was supported by 
grants from a number of foundations, as 
well as the National Endowment for the 
Arts and the U.S. Office of Education. 


The Architectural Index for 1976. 
Boulder, Colo.: 1977. 97 pp. $9.50. 

This magazine sometimes receives re- 
quests for information on such questions 
as what hotels have been constructed re- 
cently, who was the architect of such and 
such a library, what work has John Doe's 
firm performed recently, what has been 
written in the architectural press on en- 
ergy conservation, what new buildings 
have been erected in Arizona. The Archi- 
tectural Index, an invaluable reference 
source, usually supplies the answers. The 
1976 index is larger than ever. It locates 
articles in 10 design journals, including 
the AIA JouRNAL. Published and edited 
by architect Ervin J. Bell, AIA, for use 
by architects, the index helps them find 
information quickly and efficiently. 

Back issues to 1951 and a hardbound 
binder are also available. For information 
or ordering write: The Architectural In- 
dex, P.O. Box 1168, Boulder, Colo. 
80302. 


Marketing and Promotion for Design Pro- 
fessionals. John P. Bachner and Naresh 
K. Khosla. New York: Van Nostrand 
Reinhold, 1977. 354 pp. $17.95. 

The authors define marketing as “that 
group of business practices designed to 
provide management with as effective a 
tool as possible for controlling the short-, 
mid- and long-term development of its 
business organization.” Few design pro- 
fessionals, they say, have taken the neces- 
sary steps to determine which markets 
they should be in. As a result, the devel- 
opment of many firms is determined by 
whoever happens to knock on the door. 

Written for both the large and the small 
firm, the book gives guidance on perform- 
ing marketing research, showing how to 
make the most of a firm’s experience, per- 
sonnel and clientele. There are discus- 
sions of market planning and organization, 
personnel relations, promotion and imple- 
mentation of the marketing plan. The au- 
thors give many specifics. In the chapter 
on promotion, for example, they cover 
such topics as telephone techniques, type- 
written correspondence, brochures, pres- 
entation folders, newsletters, etc. 


The Coral Buildings of Suakin. Jean- 
Pierre Greenlaw. Boston: Oriel Press, 
1976. 132 pp. $24. 

Suakin is an island town on the Red 
Sea in the Sudan. Established by the 
Arabs in 641 A.D., it later came under 
the rule of Egypt and then the Turks and 
subsequently Great Britain. Once the pos- 
sessor of beautiful examples of Arab and 
Turkish architecture, the town was aban- 
doned when Port Sudan was built 40 
miles to the north. Suakin was too far 
away to become a suburb, and today its 
buildings are mostly rubble. 

When Greenlaw first saw Suakin in the 
1940s, he started drawing the town's 
buildings, which were uninhabited but 
still comparatively intact. A decade later, 
he says, there would have been almost 
nothing to record, and today's visitor 
finds it almost impossible to believe that 
a town was ever there that possessed the 
beautiful structures that Greenlaw dc- 
scribes and illustrates. 

Greenlaw gives the old town a measure 
of immortality, however, with his insight- 
ful comments on its past architecture and 
his handsome and detailed drawings. He 
outlines the history of its architecture 
under Turkish and British rule, providing 
a wealth of information about the houses, 
mosques and zawias, military structures 
and building methods. Those interested in 
Islamic architecture will find the book 
a treasure. 


Art Nouveau: An Annotated Bibliogra- 
phy. Vol. 1. Richard Kempton. Los 
Angeles: Hennessey & Ingalls, 1977. 
303 pp. $39.95. 


More than 1,800 books and magazine 
articles on Art Nouveau are referenced in 
this comprehensive bibliography. This 
first volume includes general works and 
sections on Austria, Belgium and France. 
A second volume will cover other Euro- 
pean countries and the U.S. The sum of 
nearly $40 for this unillustrated work 
seems excessive. Only librarics will buy 
perhaps—or likely have use for—such a 
bibliography. 


Ferrocement: Building with Cement, Sand 
and Wire Mesh. Stanley Abercrombie. 
New York: Schocken Books, 1977. 192 
pp. $12.95. 

Ferrocement is made of materials casily 
found almost anywhere. Its ingredients— 
portland cement, fine sand and wire mesh 
—are comparatively inexpensive. It re- 
quires neither heavy equipment nor elabo- 
rate tools since the mesh can be bent into 
shape by human hands. It is lightweight, 
“impressively watertight, rotproof and 
bugproof," and its strength improves with 
age. Further, it could be used to fill the 
need for shelter—simple structures that 
could be assembled quickly in the wake of 
natural disasters, could be built economi- 
cally in developing countries and could 
provide retreats in woods or at the beach. 

Its disadvantages, Abercrombie says, 
are that it requires time and patience in 
construction. Also, its rarity works against 
it, since there are no grcat bodies of com- 
pleted buildings or scientifically conducted 
tests about its behavior and strengths. 

Abercrombie thinks ferrocement ought 
to be given a chance. It remains a largely 
untried material, and being untried “is a 
condition with potentially great dangers 
but also with potentially great opportuni- 
ties,” he says. 

He examines materials and techniques 
in great detail, outlining recommended 
mesh, sand, cement and additives, storage 
conditions and proportions. He discusses 
ferrocement’s ability to assume a wide 
variety of shapes and colors. He gives 
examples of actual use, which vary from 
building a flowerpot to construction of a 
house and a community. 


How to See: Visual Adventures in a 
World God Never Made. George Nelson. 
Boston: Little, Brown, 1977. 233 pp. 
$9.95. 

In this perceptive book, delightfully 
written and copiously illustrated, George 
Nelson, FAIA, who heads his own design 
and planning firm in New York City, pro- 
vides a primer on how to look at the man- 
made environment. The Garden of Eden, 
he says, was God's “last recorded design, 
and unfortunately it didn't work... . For 
better or worse, we live in a man-made 
world, now facing the question of whether 
it will work any better than the Garden.” 

So Nelson tells us how to look at the 


world God never made. He leads us from 
the various moods of the simple letter A 
to manhole covers to fire hydrants to 
skylines—even to buttons and bread. All 
the time he is telling us how rich the 
world is if we would but look. “Blind as 
the average citizen is,” he says, “he can 
still see better than his car.” 

A random sampling of his observations: 
“A license to practice architecture (granted 
by boards of visual illiterates) is no pro- 
tection, alas, against visual pollution." 

*, . . If you ever hear critics arguing about 
the sanity of a new painter, buy his paint- 
ings. It is better to be in the company of 

a crazy painter than a sane critic.” “If the 
can is thrown away after use, in the great 
U.S. tradition of littering whatever land- 
scape is within reach, and then run over 
by a truck, you get a small piece of junk, 
familiar to anyone exposed to cans and 
trucks. There is something else to see, 
however: the transformation of a shiny 
cylinder into a kind of accidental sculp- 
ture." 


Centre Pompidou. New York: Rizzoli 
International Publications, 1977. 
Unpaged. $3.50. 

Published originally by Architectural 
Design Magazine (London), this booklet 
about the new center of art in Paris (see 
Aug., p. 22) will please architectural 
readers, whether or not they like the 
brash, polychrome construction, which 
has been called a "supermarket of cul- 
ture.” It gives details about the architec- 
tural competition for its design and how 
final plans were evolved. It explains how 
the structure and its scrvices were devel- 
oped and also includes comments by 
architects who participated in its design 
and construction on their aims and prob- 
lems. The booklet is copiously illustrated. 


Museum Security. Robert G. Tillotson. 
Edited by Diana D. Menkes. Paris: Inter- 
national Council of Museums, 1977. 243 
pp. $15. (Order from ICMS, Room 5112, 
National Museum of History and Tech- 
nology, Smithsonian Institution, Washing- 
ton, D.C. 20560.) 

Highly complex psychological motives 
are often behind the thefts and vandalism 
of works of art. Thefts arc both rational 
and irrational, forcing museum curators 
to carefully survey collections to pinpoint 
objects that require special protection. In 
addition to theft and vandalism, there are 
also the ever-present potential damages 
caused by fire and negligence. 

The problem of protecting the world's 
cultural legacy has reached such propor- 
tions that the International Council of 
Museums formed a committee on museum 
security. The committee decided that a 
priority was the dissemination of a bi- 
lingual book (English and French) which 

continued on page 80 
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TESTS PROVE: 
Of the leading roofing systems, 


Fiberglas Perma Ply-R withstands thermal shock 
better than any other 
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The results are in. 

Grueling, independent tests by 
Bowser-Morner Testing Laboratories— 
using National Bureau of Standards 
performance criteria for built-up roofing 
systems—have proven what we've been 
saying all along: 

When it comes to thermal shock 
performance, our Fiberglas* Perma Ply-R 
built-up roofing system is superior to con- 
ventional systems. 

As defined by the National Bureau of 
Standards, "The Thermal Shock Factor 
(TSF) is an indicator of the roof mem- 
brane's ability to withstand the normal 
temperature changes of its environment. 
Values of the coefficient of expansion, 
tensile strength, and load-strain modulus 
can be used to calculate the TSF." 

The heart of our system is the unique, 
inorganic Perma Ply-R felt. It works two 
ways to give the system its strength. 

First, when daily temperature 
changes cause a roof to expand and 
contract, Perma Ply-R is the best rein- 
forcement it can have. That's because 
the Perma Ply-R felt is made of strong, 


continuous strand glass fibers. So 
its physical strength characteristics 
are similar, both longitudinally and 
transversely. 

Second, Perma Ply-R helps create a 
monolithic roofing system. The strongest 
kind of system there is. The reason: 
Perma Ply-R is a porous felt. So it meshes 
totally with the bitumen. 

What does all this mean to anyone 
who's faced with specifying a built-up 
roofing system? 

Simple. 

Properly installed, our Perma Ply-R 
system minimizes the possibility of split- 
ting, blistering, and internal deterioration 
of membranes. It has the potential to 
outlast any other BUR system money 
can buy. 

If you want to see the "Thermal Shock 
Performance Comparisons," please 
contact your local Owens-Corning 
representative or write: M.I. Meeks, 
Owens-Corning Fiberglas Corp., 
Fiberglas Tower, Toledo, Ohio 43659. 

They ve got the test results that 
prove every word. 


Our Perma Cap surfacing 
sheet combines two materials 
Fiberglas— so it's tough, won't 
warp or rot. And inert, non- 
combustible white ceramic 
granules that reflect sunlight 
and help minimize thermal 


shock performance. 


Owens-Corning is Fiberglas E31:13:(c 5v 
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Our Fiberglas Perma Ply-R is 
a porous felt. So it can mesh 
with the bitumen, creating a 
monolithic roofing system that 
minimizes interply blistering 
and adds to the roof's 
outstanding thermal shock 


Our Fiberglas roof insulation 
has its own Fiberglas 
reinforced asphalt cover. So 
the bitumen can be applied 
directly to it, making the 
insulation an integral part of 
the membrane 


OWENS/CORNING 
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Over 900 additions 
and revisions 


5 new Code articles 


World’s most authoritative set of 
electrical safety requirements! 


Keep abreast of crucial Code changes to meet 
professional standards, avoid errors and costly 
rewiring jobs with this newly-revised and updated 
National Electrical Code for 1978. The world’s 
standard guide for any electrical project, large or 
small. . . andthe one reliable source for anyone who 
needs to specify, certify or install electrical jobs. 
Over 650 pages, 4% x 7⁄2 in., flexible covers. 


JUST $6.25 PER COPY 


Order Yours Today! 


(Write or call for quantity purchase savings) 


NATIONAL FIRE PROTECTION 
ASSOCIATION 

470 Atlantic Avenue 
Boston, MA 02210 


NFPA (617) 482-8755 


pmo——X —— | 


i NATIONAL FIRE PROTECTION ASSOCIATION D-41 | 
Publication Sales Department 
470 Atlantic Avenue, Boston, MA 02210 
|| Please send me — copies of the NEW 1978 
National Electrical Code, No. 70-78, at $6.25 per copy. 
E l enclose check for $ . Bill me 


D plus shipping and handling costs. 


I Name Fu i Pm Title 9 :— 


Company 


n Address 


City State Zip 55 
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would provide both small and large muse- 
ums with a discussion of principles and 
equipment for museum protection. 

The book contains many recommenda- 
tions on the protection of museums 
against fire, vandalism, theft and environ- 
mental damage. One chapter is devoted 
to architectural planning, and here is use- 
ful advice for the designer on a variety of 
topics, ranging from site selection to the 
placement of doors. The book is particu- 
larly helpful to those who want informa- 
tion on technical equipment for the pro- 
tection of both public and nonpublic areas. 


The Statue of Liberty. Marvin Trachten- 
berg. New York: Penguin Books, 1977. 
224 pp. $5.95. 

What fun to read this book, a thorough 
evaluation of a piece of period art that has 
plowed deep furrows into the conscious- 
ness of generations of Americans. Marvin 
Trachtenberg, an associate professor at 
the Institute of Fine Arts of New York 
University, puts exactly the right serious- 
ness on his research. The result is emi- 
nently readable. Included are chapters on 
the sculptor (Frédéric Auguste Bartholdi), 
the derivation of the figure, the site, con- 
struction, the pedestal (designed by Rich- 
ard M. Hunt at the height of his prestige) 
and the reactions of Americans to this 
colossal gift from France. 

The new and old pictures are marvel- 
ous, and they are deftly arranged to com- 
plement the text. Too bad they're not bet- 
ter reproduced. The book is well indexed 
and footnoted. 


What Style Is It? John Poppeliers, S. Allen 
Chambers and Nancy B. Schwartz. Wash- 
ington, D.C.: Preservation Press, 1977. 
46 pp. $3.50, plus 50 cents for postage 
and handling. 

What is stick style? Shingle? Prairie? 
International? What distinguishes a Geor- 
gian structure from one in the federal 
style? The reader who wants to know will 
find the answers in this illustrated guide to 
American architectural styles. “Style,” 
say the authors, “is one of the most used 
—and abused—words in the English lan- 
guage, particularly when pressed into ser- 
vice in the study of architectural history. 
... But... stylistic classification acknowl- 
edges that building is not just a craft but 
an art that reflects the philosophy, intel- 
lectual current, hopes and aspirations of 
its time." The booklet, illustrated with 
photographs from the Historic American 
Buildings Survey, is a history in miniature 
of architecture in America, tracing its 
development from the 17th to the 20th 
century. 


Photographs of Architecture. Philip 
Trager. Middletown, Conn.: Wesleyan 
continued on page 84 


Now, the 


little rascals 
are much easier 


to detect 


Simply, economically. The new CS-M19 pivot looks like 
standard 34" offset door hardware, but offers much more. 


Open the door, even a fraction, and the device can 
trigger a silent signal to apprehend intruders... or 
activate an audible alarm. One of those common 
Phillip head screws actually permits alarm point 
adjustment without door removal. Low voltage class II 
wiring is fully concealed in the door frame. 


Perhaps no other device offers comparable security, at 
comparable cost. 


Ask the door control specialists: 


RIXSON-FIREMARK 


ARCHITECTURAL AND 
FIRE/LIFE SAFETY PRODUCTS 


9100 West Belmont Ave., Franklin Park, Illinois 60131 
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LIFE CYCLE COST ANALYSIS 
A GUIDE FOR ARCHITECTS 


Prepared by the Life Cycle Cost Analysis Task Force of the American Insti- 
tute of Architects. Primer provides architects, engineers, and clients with a 
straightforward and usable technique allowing them to consider all relevant 
economic consequences of design decisions. The first of two publications 
onthis energy-related subject. Catalog number 2M708. $10.00 Non-member, 
$8.00 AIA member. 


To Order 


Complete and enclose coupon with payment. Order from Manager, AIA 
Publications Marketing, 1735 New York Avenue, N.W., Washington, D.C. 
20006 or from your authorized local AIA dealer. 


District of Columbia residents must include 5 percent sales tax. 


For first class, air mail, special delivery, add 20 percent to total amount of 
order. 


Foreign orders must include postage in the amount of 20 percent added to 


total amount of order. Check or money order must be payable in U.S. dollars. 


Yes, | would like — | | .copy(ies) of 2M708—LIFE CYCLE COST 
ANALYSIS: A GUIDE FOR ARCHITECTS. 
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University Press, 1977. 60 plates. $24.95. 
Here assembled are photographs by 
Philip Trager scheduled to be exhibited at 

museums and galleries during the year. 
The photographs are presented without 
comment (notes on the structures are 
placed at the end of the book). The book, 
says the publisher, is not to be read, nor 
merely looked at it. It is to be experienced. 
The photographs are crisp, subtle and 
handsome. 


Construction Law in Contractors’ Lan- 
guage. McNeill Stokes. New York: Mc- 
Graw-Hill, 1977. 285 pp. $19.50: 

This book, which will be helpful to the 
architect as well as to the contractor and 
subcontractor, gives the basic points of 
law required by persons in the construc- 
tion industry in the conduct of day-to-day 
business. The advice is not intended as a 
substitute for legal counsel; rather the aim 
is to help the reader make better use of 
that counsel. There are chapters on bid- 
ding, general contracts, subcontracts, sup- 
ply contracts, performance, insurance and 
remedies. Throughout the book are studies 
of actual cases decided by courts and con- 
tracting agencies. Stokes, who is legal 
counsel for the American Subcontractors 
Association, writes in plain language, 
without legalistic jargon. As the note on 
the dust jacket says, this book won’t make 
a lawyer out of the reader, “but it will 
provide valuable help in bridging the gap 
between you and your legal counsel." 


How to Build a House with an Architect. 
John Milnes Baker. Philadelphia: Lippin- 
cott, 1977. 190 pp. $14.95. 

Directed to the client, this book out- 
lines the advantages of building a house 
with an architect. The primary claim that 
an architect can make to a client, he says, 
is that the client will get “better value for 
money spent.” Baker explains clearly such 
things as contracts, specifications, bidding, 
avoidance of cost overruns, site and floor 
plans, the design process, the role of the 
contractor. More than 60 line and half- 
tone photographs illustrate the text which, 
as the publisher says correctly, is "enliv- 
ened by incidents and case histories from 
the author's own vast experience." 


The History of Photography. Johann 
Willsberger. Garden City, N. Y.: Double- 
day, 1977. Unpaginated. $24.98. l 

Despite an ambitious title, this is no 
comprehensive history of photography. It 
is a good collection of historic photos 
illustrating technical steps in photogra- 
phy’s evolution, photos of cameras in 
their curious arrays of shapes and sizes, 
and brief biographies of some of the carly 
greats of photography. A beautifully 
designed and printed book, it would perk 
up any coffec table. D 
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North Seattle Community College 
Seattle, Washington 
Mahlum & Mahlum, Architects, Seattle 


DOORWAY NOTES. . 


ALLTHESE EXTERIOR DOORS 
ARE FULLY CONTROLLED 
UNDER CONDITIONS OF HEAVY 
STUDENT TRAFFIC AND HIGH 
WIND CONDITIONS ~ BY LCN 
5OIO SERIES OVERHEAD 
CONCEALED CLOSERS. 
UNMATCHED DURABILITY MEANS 
LOW MAINTENANCE. FULLY 
HYDRAULIC. GENERAL SPEED, 
LATCH SPEED, BACK, CHECK , 
AND SPRING POWER ALL 


ADJUSTABLE. 
SEE SWEET'S, SEC. 8, OR 
WRITE FOR CATALOG. umen 


LCN CLOSERS, Princeton, Illinois 61356 


Turning Designers Loose on New 
York City’s Grim Subway Stations 


Elegant they’re not. In fact, one can 
safely say that most New York City sub- 
way station platforms are downright grim 
and forbidding. In order to demonstrate 
that even the dreariest among the city’s 
aged subway stations can be transformed 
into inviting spaces—given superior de- 
sign talent and a minimum of funds-—two 
civic groups joined forces just over two 
years ago to launch a pilot project called 
Platforms for Design. 

One was the New York Public Arts 
Council/Municipal Arts Society, an orga- 
nization which works with artists, archi- 
tects, urban planners and communities to 
develop programs to preserve and en- 
hance the physical fabric of New York. 
The other was the Arts and Business 
Council, which is composed of represent- 
atives of 45 major New York businesses 
and an equal number of people from the 
arts community. It acts as a resource and 
adviser to corporations on matters con- 
cerning support for the arts, while also 
providing arts organizations with skilled 
managerial help on a volunteer basis. The 
project was funded by the Exxon Cor- 
poration, and had the full cooperation of 
the New York Metropolitan Transporta- 
tion Authority. 

The sponsoring organizations invited 
four New York City architects and de- 
signers to choose any station platform in 
the city and create for it a new and imagi- 
native visual environment. Only three 
restrictions were imposed on the archi- 
tects: Their chosen design should relate to 
an above-ground cultural institution or 
community, should conform to transit 
authority materials standards and safety 
requirements and should not exceed a 
budget of $5,000. In November of last 
year, four redesigned station platforms 
were officially opened. 

At the open-air, elevated Bronz Zoo- 
Pelham Parkway IRT station (1), Peter 
Bradford & Associates tried to create a 
"portal to the zoo." They replaced 34 
large advertisements with a huge animal 
poster dramatizing details and images of 
various species to be found in the zoo. 
Says Bradford, “The total visual experi- 
ence [is] zoo-related, with enough to see 
and read to provide and, I hope, prolong 
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the passenger's interest regardless of his 
intentions to visit the zoo." 

At the 7th Avenue IRT Boro Hall 
station/Brooklyn Heights (2), Samuel 
Lebowitz Design & Planning used neon to 
add light, color and movement. The 
rationale was that “subway advertising is 
here to stay: Given the poor illumination 
and generally forbidding spaces that make 
up the New York subway environment, 
why not install ‘ads’ that add light?" The 
designers chose neon for their simple 
graphic statements because it is a highly 
efficient source of illumination which 


requires less maintenance than others. The 3 


neon tubes are protected by lexan-glazed 
aluminum boxes; the “ads” are based on 
the same 4x5-foot module used by paper 
advertisements. 

At the 81st Street IND station (Mu- 
seum of Natural History), Mayers & 
Schiff Architects-Planners had at their 
disposal a larger than usual number of 
poster spaces, organized in an orderly 
way, with few competing elements. They 
"provided intense color for viewing from 
a moving express train to function as a 
film animation," they explain. *However, 
here the ‘film’ is stationary and the eye is 
moving." The graphic content is a series 
of squares, each depicting a portion of a 
dinosaur-like creature, which when looked 
at adjacent to one another can reveal a 
variety of fantastic creatures. The de- 
signers call it *create-a-creature." 

At the 53rd Street IND station (3) at 
5th Avenue, Propper/Elman Design/ 
Planning used decorative letterforms in a 
multicolored interior to communicate 
travel information to subway passengers. 
Their intention was to reflect “the excite- 
ment of the above-ground vicinity with its 
many cultural institutions." They also 
installed a rear-projection visual system 
within the station area to give subway 
travelers up-to-date information about 
offerings at the above-ground cultural 
centers. 

A month after completion of these four 
projects, the U.S. Department of Trans- 
portation's urban mass transportation 
administration awarded New York City 
matching grants of up to $500,000 to 
beautify the subway system. Andrea Dean 
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Kenneth 
Schnitzer 


Developing projects 
that are reshaping 
the face and destiny 
of Houston. 


OWNER: Century Development Corp 
ARCHITECT: Lloyd/Jones Associates 


GENERAL CONTRACTOR: Miner/Dederick Construction Co 
CURTAINWALL & GLASS CONTRACTOR: Shelton W. Greer Co., Inc 


Mr. Kenneth Schnitzer, Chairman ofthe Board amount of solar heat in addition to being a first 
of the Century Development Corporation, is class beauty. 
particular, especially when it comes to selecting That's why he chose COOL-VIEW Reflective 
products. #200-8% for his Twin 31-story Summit Towers 
Using Environmental Glass Products he now under construction in Greenway Plaza- 
knows his buildings’ surface will reflect a great Houston, Texas. 


For information, consult Sweets file 8.26/Sh or contact: 


Environmental Glass Products 


ARCHITECTURAL DIVISION OF Shatterproot GLASS CORPORATION 


4815 CABOT AVENUE è DETROIT, MICHIGAN 48210 
313 œ- 582-6200 


Circle 32 on information card 


WA 
Ye Wiking 


Most Complete Source of 
Latest Fire Protection 
Information Architects, 
Engineers, Safety Directors 
and Hospital Officers Can Get! 


1977 


NATIONAL FIRE CODES 


New, 1977, 16-volume edition of 238 fire codes, standards, 
guides, manuals and recommended practices, including the 
world-famous National Electrical Code. More than 11,700 
pages at less than a penny a page. Includes 50 new or revised 
editions. Soft covers, 5 x 7% inches. The best guide to fire 
protection technology you can own! 


ORDER NOW. JUST $90.00 
FOR THE ENTIRE 16 VOLUME SET! 


$i 


NFPA 


NATIONAL FIRE PROTECTION 
ASSOCIATION 

470 Atlantic Avenue, Boston, MA 02210 
(617) 482-8755 


ail to: National Fire Protection Association 


--------- 


Publications Sales Department D40 


470 Atlantic Avenue 
i Boston, MA 02210 


Please send me sets of the new 1977 National Fire Codes (No. FC-Set) at $90 per 
set. | enclose my check for $ 

| O Bill me, plus shipping and handling charges. 
Name. Title 


i Company. 
Address 


State 


Esel 
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Work is continuing on an 
entire compatible family 
of revised ATA documents. 


B141 from page 58 
the documents board and the task force, 
others provided ideas and comments. 

“AIA members collectively had a tre- 
mendous input through their individual 
letters and inquiries and the problems 
they called in about,” Stover says. 

There are several related new docu- 
ments. B151, first published in 1974, is 
the short form of the owner-architect 
agreement—the new edition will be basi- 
cally a condensed version of the new 
B141. Two other related documents are 
B161, “Owner-Architect Agreement for 
Designated Services” and B162, “Scope 
of Designated Services.” 

Stephens calls B161 the “boilerplate” 
and B162 a comprehensive listing of ser- 
vices based on AIA’s compensation man- 
agement guidelines. Stephens says the 
architect would normally use B161 
with B162. 

“Or the boilerplate can be used with 
somebody else’s scope of services, or the 
AIA’s scope of services, which is B162, 
can be used with somebody else’s boiler- 
plate. This provides a great deal of 
flexibility,” he says. 

Another new document related to B141 
is B171, an agreement form between the 
owner and the interior design professional 
(see July, p. 65). The documents board 
is also working with the housing commit- 
tee on the development of an agreement 
form applicable for use in housing pro- 
jects. “We hope this agreement form will 
be acceptable by HUD for its projects,” 
Stover says, “resulting ultimately in 
HUD’s retirement of its forms, Nos. 2719, 
A, B and C." 

The 1976 edition of A201 required 
changes in the architect's construction 
administration role, and these were set 
forth in the B142 amendment form, issued 
last spring. 

With the new edition of B141, the 
amendment form is no longer neces- 
sary, except on those projects for which the 
architect has already contracted for design 
services. If it is desirable, the former 
agreement may now be superseded by the 


use of the new B141. 
Orders for copies of the new B141 


may be placed through publications dis- 
tribution at the Institute. The price per 
copy to members is 80 cents and $1 to 
nonmembers. Requests for information 
about the AIA handbook supplement 
service may be directed to publications 
marketing. 

Inquiries regarding the revised docu- 
ment and its use may be directed to 
Stover at AIA headquarters. O 


E CUBE 


THE COMPUTER PROGRAM 
THAT NOW DOES MORE TO 
SAVE ENERGY AND MONEY. 


The new, improved E CUBE 75 produces 
an accurate, three-part Life Cycle Energy 
Analysis at low cost. With many new 
features it computes the hour-by-hour 
energy requirements of your building or 
planned building for an entire year — taking 
into account all weather, design, opera 
tion, and occupancy factors 


Air Side Systems Simulations. 

E CUBE 75 can now handle Variable Air 
Volume (VAV) systems directly. It also offers 
expanded treatment of Multizone. Dual- 
Duct, and Reheat air distribution systems 
The energy consumption of various air 

Side systems can be predicted — you can 
compare their performances and costs 
and pick the one thats best. Other improve- 
ments make E CUBE 75 more complete 
and easier to use 


Energy Systems Simulations. 

E CUBE 75 can simulate many different 
energy systems — from central stations to 
rooftops. It projects all costs, so you can 
choose the system or combination of sys- 


Circle 34 on information card 


tems that will work most efficiently and 
most economically for you 


E CUBE 75 is Inexpensive. For example, 
alife cycle energy analysis of a large building 
with 8 zones, 2 air side simulations, 4 
system simulations and 4 economic com- 
parisons costs less than $160 


E CUBE 75 is Accurate. Thats what it 
says in HUD Report Study of Computer 
Utility Analysis; E CUBE is the most ad 
vanced program in this field with thousands 
of runs made by people in private practice 
industry, American Gas Association mem 
ber companies, and the U.S. government 


E CUBE 75 is Private. You give your in- 
formation directly to the computer. Your 
project data and the results are never seen 
by any third party. Of course, we stand ready 
to provide assistance at your request 


E CUBE has been a big help to thousands 
And the New Improved E CUBE 75 can 
help you even more to make the right de- 
cision. Right financially, and right for 
conserving Americas energy 


For more information, or details of Seminars 
for new and advanced E CUBE 75 users 
mail in the coupon or call Stephen A. Lewis 
(703) 524-2000 


Stephen A. Lewis, Manager = 
Energy Systems Analysis f 
American Gas Association R 
1515 Wilson Boulevard 

Arlington, Va. 22209 


] Send more information on E CUBE 
Send information on Seminars 


Name 

Address 

City . = 
State == Zip 
ENERGY CONSERVATION 


UTILIZING BETTER ENGINEERING 
Bi ans Ô 


AIA JOURNAL/SEPTEMBER 1977 


89 


Letters from page 2 

A news story in the May issue (p. 16) 
outlined AIA’s involvement in the model 
procurement code for state and local gov- 
ernments being developed by the American 
Bar Association under a grant from the 
Law Enforcement Assistance Administra- 
tion. The model code project was ini- 
tiated in 1975. One of the more contro- 
versial portions of the current draft of the 
code involves the selection of architects 
and engineers for public work construc- 
tion projects. Two alternative selection 
procedures are included—one based on 
the A/E's qualifications and competence 
and the other on competitive fees. This 
model code project is the focus of the 
following letter recently written by Robert 
L. Durham, FAIA, past Institute presi- 
dent, to his firm's attorney. Ed. 


Granite. 


. . Thebest. 
in first impressions. 


Dear Bruce: 

According to my memory, your office 
has provided legal counsel for our office 
for at least the last 15 years. The relation- 
ship has been very pleasant. 

You will recall that you took care of our 
needs when we incorporated, and Jim led 
us by the hand when we sued that doctor 
who wouldn't pay his bill. On several 
Occasions you and your partners have 
referred clients to us, and only recently, 

I suggested that an architect friend seek 
your professional counsel. 

At this point, I am not able to remem- 
ber just how our relationship began. I sur- 
mise that it was because of my personal 
regard for your senior partner. I am quite 
confident, however, that I didn't call you 
to ask whether you wished to be inter- 
viewed. We didn't request a printed bro- 


ERE 
SV 
SPANDREL PLAN : 


The first impression is the important one. Granite can make that impression 
more vivid than any other building material available. That's why Motorola, 
Incorporated selected Cold Spring's Texas Pearl for their corporate head- 


quarters in Schaumburg, Illinois. 


Granite affords the architect a resource from which he can create a building 


that reflects an image of quality... a corporate image. 
For lasting first impressions, specify Cold Spring Granite. 


For more information, plus a free copy of our 16-page, 
full-color catalog showing all 18 Cold Spring colors avail- 
able, call toll free 800-328-7038. In Minnesota call (612) 
685-3621, or write to the address below. 


Cold Spring Granite Company, Dep: 44.5 
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202 South 3rd Avenue, Cold Spring, MN 56320 
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chure or a “technical proposal," and, most 
certainly, we didn't ask you to bid in com- 
petition against other legal offices. 

With this background, I must express 
my amazement and dismay that the Amer- 
ican Bar Association has seen fit to in- 
clude a section on selecting architects in 
a model procurement code that it is cur- 
rently developing. It puzzles me as to why 
the bar association should be telling the 
public how to select architects and engi- 
neers under any circumstances. Wouldn't 
it be more appropriate for the professional 
design societies to be spearheading such 
a study? 

Now, please don't call me to tell me 
that I must be mistaken, since I have 
before me a printed progress report of the 
ABA committee, chaired by F. Trowbridge 
von Baur, in which a favored procedure 
is to seek technical proposals from archi- 
tects, accompanied by competitive bids. 
Competitive bids! I can imagine your 
response, Bruce, if I called you with such 
a request in relationship to legal services. 

Perhaps you are aware that members of 
the legal fraternity in the Department of 
Justice and the Office of Management and 
Budget have long urged bidding as the 
proper method of seeking architects for 
federal work, but the ABA? Bruce! 

A couple of years ago, Congress estab- 
lished a procedure under the so-called 
Brooks bill which outlines procedures for 
advertising forthcoming projects, collect- 
ing expressions of interest and capability, 
analyzing comparative technical compe- 
tence, and establishing preferential rating. 
Fee negotiation takes place only with the 
firm chosen No. 1. If an agreement cannot 
be reached, the client moves on to firm 
No. 2 so that in no way is the public 
agency forced to pay an amount which 
it considers unfair. 

Now, Bruce, we have that unfinished 
legal problem to handle which I mentioned 
on my recent visit to your office. I under- 
stand why you have refused to give me 
any idea as to how long it will take you to 
win the case. But as architects, we have 
the same problem as we search out the 
best design and work with our client so 
that we are positive he is happy with our 
recommendations. It may take much 
longer than first anticipated. To place a 
fixed price on design service before you 
are well acquainted with your client is 
totally unrealistic. 

In the interest of professionalism, I urge 
you to write Mr. von Baur at the ABA, 
stating that even though members of our 
professions may now be free to advertise, 
it is fair neither to the public nor our cli- 
ents to endorse or propose the selection of 
professional counsel on the basis of the 
low bid. We have an equal stake in the 
concept of professionalism. We should be 
standing together in its defense. 

Robert L. Durham, FAIA 
Seattle 


Before the '76 Olympics, Bruce 
Jenner had something in common 
with N. V. Philips, they were both 
known only to a select audience in 
the United States. Better known is 
North American Philips Lighting 
Corporation, manufacturer of 
Norelco lighting products. 


The Olympic Stadium, Montreal, Canada. 


"It took the technology of the 
world's largest lighting company 
to help make the’76 Olympics 
in Montreal a success. 


7/ I know, because 
Iwas there!” 


N. V. Philips is the world's largest lighting 
manufacturer. With that distinction also 
goes an incredible wealth of technology 
and research. This expertise is available 
through Norelco to help solve your lighting 
problems of any nature. Consequently, 
Norelco not only offers a complete line of 
the most popular lamps and fixtures for 
almost any application, but can supply 
the answers to your lighting 
problems. 
Let Norelco show you how this 
technology can save energy 
by improving lighting 
efficiency. 
$ 
A ' 


Bruce Jenner 
Olympic 
Decathlon Champion 
World's Greatest Athlete 


4 


We hustle harder for you. 


North American Philips 

Lighting Corporation 

Bank Street Hightstown, NJ 08520 
(609) 448-4000 
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Going On from page 20 

by the Architectural League of New York 
and opened last March in New York City 
to widespread critical acclaim. 

The exhibition and symposium are co- 
sponsored by the Rice Design Alliance 
and a newly formed group called Houston 
Women in Architecture. The two events 
will coincide with the International 
Women's Year Conference on Nov. 18- 
21, which is expected to bring 10,000 con- 
ferees to Houston. 

For additional information, write: Ann 
Barr, Executive Director, Rice Design 
Alliance, Box 1892, Houston, Tex. 
77001. 


Window Design Report 
Gives Energy Strategies 


Well-designed windows are a net gain for 
energy conservation; poorly designed 
ones are an energy burden. To provide 
guidelines for the achievement of energy- 
efficient windows, the National Bureau of 
Standards’ architectural research section, 
center for building technology, has issued 
a report entitled Window Design Strat- 
egies to Conserve Energy. Prepared by 

S. Robert Hastings and Richard W. 
Crenshaw, the report is sponsored by 
HUD and the Energy Research and De- 
velopment Administration. 


RICE UNIVERSITY 


A window, says the report, has six 
energy functions: providing winter solar 
heating, supplying year-round daylighting, 
rejecting summer solar heat, providing 
insulation during periods of heating or 
airconditioning, providing air tightness 
and furnishing natural ventilation during 
temperate weather. 

The report presents 33 strategies to 
gain energy efficiency, and they are 
grouped into six major sections that con- 
sider site, exterior appendages, frame, 
glazing, interior accessories and building 
interior. Under the section on exterior 
appendages, for example, the strategies 
consider sun shades, exterior blind rolls, 
architectural projections, exterior shutters 
and awnings. Each of the strategies is dis- 
cussed in detail, with particulars given for 
the physical phenomena responsible for 
the strategy’s energy performance; sum- 
marized energy and nonenergy advantages 
and disadvantages; esthetic considera- 
tions; cost approximations; examples of 
installations, laboratory studies or calcu- 
lations, and references to other informa- 
tion. 

To continue the example, the strategy 
for sun screens is the installation of mini- 
louvers outside a window to shade direct 
sunlight and yet provide a view. The phys- 
ical phenomena for energy performance 
include the geometry of the solar screen 
and its reflectivity as a material, the sun’s 


Questions 
About Your 


intensity, the layer of still air created by 
an external sun screen close to the win- 
dow and the window’s exposure to win- 
ter’s night sky. 

Among the advantages noted are the 
reduction of interior temperatures, day- 
time privacy without elimination of the 
view, reduced direct and reflected glare 
and reduced heat loss in winter. Among 
the disadvantages: reduction of solar 
benefit in winter if screens are left in 
place, interference with window washing 
and with outswing windows and impeded 
egress in the event of fire. Esthetic con- 
siderations noted are that louvered sun 
screens tend to darken and to striate the 
view and appear blackened on the facade. 
Cost approximations are given for both 
small and large windows, and examples 
of their use. Finally, there is a list of six 
publications for the reader who wants 
more detailed information. And so it goes 
with each of the 33 strategies presented. 

As the authors say, *A window can be 
a solar collector introducing valuable 
energy which can lower winter heating 
costs; a source of illumination which can 
substitute for artifical lighting to lower 
electricity expenditure, and a means of 
natural ventilation which can postpone 
the need for airconditioning in the spring 
and fall, and substitute for airconditioning 
on cool summer evenings.” 

continued on page 94 


DEAN 


SCHOOL OF ARCHITECTURE 


Rice University seeks a Dean to direct its School of 
Architecture beginning in 1978. Five degrees are 
offered, including Bachelor of Arts, Bachelor of Ar- 
chitecture, Master of Architecture, Master of Architec- 
ture in Urban Design, and Doctor of Architecture. 
These programs are offered in the setting of a small 
school providing intimate student-faculty interaction, 
freedom of learning. and an environment which en- 
courages cooperation within and without the University. 


To apply, please address statement of experience and 
qualifications to Dr. Frank E. Vandiver, Provost and 
Vice President, Rice University. P. O. Box 1892. Hous- 
ton, Texas 77001 


Applications should be received no later than October 
15, 1977 to be considered. 


RICE UNIVERSITY IS AN EQUAL OPPORTUNITY 
AFFIRMATIVE ACTION EMPLOYER. 
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Subscription 


To insure fast service on inquiries con- 
cerning your A/A JOURNAL subscription, 
please include the address label from the 
most recent issue received. 


Change of 
Address 


Four weeks' notice required for change 
of address. Include address label from 
most recent issue and new address in- 
formation in space provided below. 


NEW SUBSCRIPTION 

[] Please check here if you wish subscription 
rate information. 

Name. 

Address 

City 

State 


MAIL TO: 
AIA JOURNAL 
Circulation Dept. 
1735 New York Ave., N.W. 
Washington, D.C. 20006 


ATTACH 
LABEL 
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The Bilco Automatic Fire Vent. 


When you neediit, it 


When you 


There are two requirements of an automatic 
fire vent. It must work in an emergency. 

It must work when there is no emergency. 

Bilco Automatic Fire Vents do both. Our 
exclusive patented Thermolatch™ mechanism* 
is foolproof in an emergency. It is equally 
foolproof at other times, thus preventing the 
covers from opening inadvertently due to 
vibrations within the building or high winds 
(often accompanied by torrential rain). Bilco 
Vents work to protect a building and its contents 
all the time. They are gasketed and insulated 
for complete weathertightness, ruggedly built 
of 14-gauge steel or 11-gauge aluminum, and 
each carries our guarantee of proper operation. 


Send for a copy of this 

new fire venting guide. 

Answers the "why, how and 
what" questions about fire venting. 
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't need it, 


Automatic venting, vertically through the roof, 
isthe modern way to prevent catastrophic fire 
losses in single-story industrial and commercial 
structures. Our new booklet, "Automatic Fire 
Venting Guide" makes it easy for you to 
determine vent size and spacing. It also points 
out some of the reasons why Bilco Vents offer 
your cliefits the soundest possible value in this 
type of emergency equipment. Value your client 
can measure in terms of reliability and long, 
trouble-free service. Eight standard sizes with 
UL and FM labels. Special sizes to order. 


*Normally actuated by fusible link. Also available with easily 
resettable electric operator for actuation by smoke detector or other 
emergency device. 


Since 1926. Building our reputation for products that satisfy. 


DOORS FOR 


SPECIAL SERVICES 


The BILCO Company, Dept. AJ-97,New Haven, Conn.06505 


Manufactured in Canada by: Richards-Wilcox of Canada, Ltd., London, Ontario 
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Going On from page 92 
The report, which can aid the profes- 

sional designer as well as the homeowner, 
brings needed attention to practical ways 
in which windows can help conserve en- 
ergy. It is for sale by the U.S. Printing Of- 
fice, Washington, D.C. 20234, for $3.75. 
Order by SD Catalog No. C13.29/2: 104. 


Architects in Industry 
Seminar Planned Oct. 4-5 


An architects in industry seminar will be 
held on Oct. 4-5 at AIA headquarters in 
Washington, D.C. Among the topics for 
discussion will be aspects of energy-con- 
scious design, including engineering prin- 
ciples, land development management, 
financial budgeting, programming for user 
needs and postoccupancy evaluation of 
existing buildings. Also, new information 
will be disseminated on the license re- 
newal of architects. 

Keynote speaker will be John P. Eber- 
hard, FAIA, president of the AIA Re- 
search Corporation and former director of 
the Institute for Applied Technology, Na- 
tional Bureau of Standards. Among the 
other scheduled speakers are John Haley, 
AIA, and Michael Sizemore, AIA, both 
of Sizemore & Associates in Atlanta; Ger- 
shon Meckler, former president of the 
Building Research Institute; Walter Mole- 
ski, AIA, from Environmental Research 
in Philadelphia, and Norman Fletcher, a 
social scientist who is director of person- 
nel at Bell Northern Research, Ottawa, 
Canada. 

For additional information, telephone 
Fred Marks at AIA headquarters, (202) 
785-7366. 


Schluntz Replaces Clarke 
At ACSA Headquarters 


David Clarke, AIA, has resigned as execu- 
tive director of the Association of Colle- 
giate Schools of Architecture. Roger 
Schluntz, associate professor at the Uni- 
versity of Nebraska college of architec- 
ture, will replace Clarke. Schluntz, also 
an architect, has taught at Nebraska for 
eight years. He holds a bachelor of archi- 
tecture degree from Nebraska and a mas- 
ter’s degree in architecture from the Uni- 
versity of California, Berkeley. 

During Clarke’s seven years at ACSA, 
its budget doubled four times, several 
ambitious grant programs were success- 
fully completed and the joint AIA/ACSA 
award for excellence in architectural edu- 
cation was established. 

Clarke has accepted an invitation to 
be a visiting fellow at Yale University’s 
school of architecture. While in residence, 
he will work on several educational proj- 
ects and on a book of readings on envi- 
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ronmental education. Next spring, he will 
be the guest of French Ministry of Foreign 
Affairs to study the impact on the curric- 
ulum of a new French law governing the 
practice of architecture, during which 
time he will visit several schools of archi- 
tecture. Also, Clarke will continue as ex- 
ecutive editor of the Journal of Architec- 
tural Education, for the coming volume 
year at least. 


Students Pick Charleston 
For Convention Nov. 23-27 


Charleston, S.C., has been chosen as the 
site of the annual convention of the Asso- 
ciation of Student Chapters/AIA, to take 
place on Nov. 23-27. The coastal city was 
selected by the host chapter at Clemson 
University because of its "unique colonial 
residential atmosphere” for consideration 
of the convention theme—^Human Scale.” 
( Photo of the 1827 Fireproof Building 
below, one of several structures in the city 
designed by Robert Mills.) 

In conjunction with the convention 
theme, the South Carolina chapter/AIA 
is sponsoring a design competition on the 
development of a currently unused area 
adjacent to Charleston harbor and the 


city's historical district. Winning designs 
will be submitted to the state's develop- 
ment board for further consideration. 

One of the keynote speakers will be 
author and critic Reyner Banham, Uni- 
versity of Buffalo. Seminars will be held 
on a variety of topics, including the re- 
development of the downtown historical 
district. There will be a Thanksgiving 
banquet and a Beaux-Arts ball. 

The forum is open to all interested 
architectural students for a nominal reg- 
istration fee. For further information, 
write: David Hamilton, P.O. Box 2217, 
Clemson, S.C. 29632. 


Tour Abroad Cancelled 


The architects abroad study tour for Lon- 
don and Helsinki, sponsored by the AIA 
architects in government committee and 
scheduled to take place on Oct. 9-17, has 
been cancelled. Not enough people ex- 
pressed an interest in the event. 


Deaths 


P. M. Duncan, New York City 

Arne G. Engberg, Albuquerque, N.M. 
Roland A. Gallimore, St. Davids, Pa. 
John F. Gronau, Altadena, Calif. 

W. S. Lancaster, Venice, Fla. 

George H. Levy, Elizabeth, N.J. 

E. Jerome O'Connor, Washington, D.C. 
Robert J. Schultz, Mishawaka, Ind. 
Samuel G. Wiener, Shreveport, La. 
Thomas E. Wingate, Charlotte, N.C. 
O. C. Ziroli, Bridgeport, Conn. 


Newslines 


An endowment fund at University of 
Michigan's college of architecture and 
urban planning has been established in 
memory of Thomas Adrian Languis, who 
earned a master's degree at the school in 
1963 and was legal contract adviser for 
the Bechtel Corp. at the time of his death 
on June 18 at the age of 37. Mr. Langius 
was the son of Adrian Nelson Langius, 
FAIA, also a graduate of the school. 


The American Academy in Rome invites 
applications for the 1978/79 Rome prize 
fellowships which are awarded to scholars 
prepared to do independent work and in- 
clude a year's residence at the academy in 
Rome, beginning Sept. 1, 1978. The acad- 
emy also offers several one-year midcareer 
fellowships in architecture, planning and 
design, with residence of six months. 
Deadline for application is Nov. 15. For 
application forms, write: American Acad- 
emy in Rome, 41 E. 65th St., New York, 
N.Y. 10021. 


“Built to Last," published recently by 
Preservation Press, is a handbook on re- 
cycling old buildings (see Apr., p. 59). Its 
publication was marked by Massachusetts 
Governor Michael S. Dukakis, federal 
and state officials, architects and com- 
munity organizers at Bowdoin School in 
Boston, an 1896 structure converted to 
apartments. The book is available from 
Preservation Bookshop, 740 Jackson 
Place N.W., Washington, D.C. 20006. 
The price is $5.95, plus 50 cents for post- 
age and handling. 


C. William Brubaker, FAIA, senior vice 
president of Perkins & Will, Chicago, has 
been named president-elect of the Coun- 
cil of Educational Facilities Planners. 
Brubaker will assume responsibilities on 
Oct. 5, when the current officer, Donald 
F. Burr, FAIA, of Tacoma, Wash., suc- 
ceeds Darwin Womack as president of 
the council. 


The Institute for Architecture and Urban 
Studies, 8 W. 40th St., New York, N.Y., 
10018, offers four courses to explore inno- 
vative trends in architecture, beginning 


Oct. 3. The courses are “The Last Decade 
of American Architecture,” “The Modern- 
ist Vision,” “Cities Within Cities” and 
“Languages of Design.” Each will be 
moderated by a specialist in the field. The 
courses, open to anyone interested in ar- 
chitecture, will last 10 weeks. 


The Built Environment Education Center 
has a new publication called the BEEC 
Report, published four times a year, to 
“bridge the gap between the world of the 
educator and the world of architects, de- 
signers, preservationists and environmen- 
talists." The annual subscription rate is 
$10. For further information, write: The 
BEEC Report, P.O. Box 13507, Philadel- 
phia, Pa. 19101. 


Three graduate courses in historic preser- 
vation are offered this fall by Boston Uni- 
versity. Further details will be supplied by 
Boston University Metropolitan College, 
775 Commonwealth Ave., Boston, Mass. 
02215. 


The Peoria section, Central Illinois chap- 
ter/ AIA has published “Peoria Two,” a 
31-page booklet on structures of architec- 
tural significance in Peoria. The cost is 
$3.75, including postage and handling, 
and the booklet may be ordered from 
Kenyon & Associates, 735 N. Knoxville, 
Peoria, Ill. 61602. 


Kenneth Carpenter, AIA, former Clem- 
son University professor and partner in 
Carpenter, Dalton & Jacques in Clemson, 
S.C., has been named head of the archi- 
tecture department at Ball State Univer- 
sity. Alan M. Voorhees, who has served 
as president of the American Institute of 
Planners and is founder and president of 
Alan M. Voorhees & Associates, is the 
first dean of the newly created college of 
architecture, art and urban sciences at the 


University of Illinois at Chicago Circle. 


The Society of American Value Engineers 
will sponsor a $1,000 award for the best 
paper providing an example of value en- 
gineering excellence in the construction 
industry. Called the Richard B. DeMars 
award in honor of the president of Geupel 
DeMars, Inc., the program was estab- 
lished by the Indianapolis firm. Deadline 
for submittal of papers is Jan. 31, 1978. 
For further information, write Donald E. 
Parker, SAVE, 1612 Brookside Road, 
McLean, Va. 22101. 


Robert Traynham Coles, AIA, of Buffalo, 
a former AIA staff member, is the recip- 
ient of an honorary doctorate of letters 
from Medaille College. He was cited for 
“professional achievements in interrelat- 
ing improvements of social and economic 
conditions with architecture and urban 
planning.” 


The “Catalog of Standards for Safety,” 
newly amended, is designed for easy ref- 
erence to the Underwriters Laboratories 
Inc.’s 387 published standards. For a free 
copy, write: UL, Publications Stock De- 
partment, 333 Pfingsten Road, North- 
brook, Ill. 60062. 


Quality levels for solar heating and domes- 
tic hot water systems have been estab- 
lished by HUD for residences designed 
and constructed under HUD programs. 
The standards supplement HUD’s “Mini- 
mum Property Standards.” The 500-page 
book is available for $12 from the Gov- 
ernment Printing Office, Washington, 

D.C. 20402. 


“Innovations” is the title of a motion 
picture on public transit, available on loan 
without charge from Broadcast/ Audio 
Visual Division/OST/S-83, Department 
of Transportation, 400 7th St. S.W., 
Washington, D.C. 20590. The 18-minute, 
16mm, color sound film shows, among 
other things, how downtown malls affect 
the vitality of cities. 


Construction activity in the U.S., at mid- 
1977, “was comfortably ahead of its 1976 
pace—by 24 percent in dollar terms, and 
by 22 percent in square footage of new 
buildings,” reports the Dodge/Sweet’s 
construction outlook. O 


If youve designed the best stadium 


not use the best in spectator seating 


owmet Whether it's for an 80-seat natatorium or an 80,000-seat stadium, 
* Howmet has the answer. Howrnet all-aluminum spectator chairs are 


fire-proof, virtually maintenance-free and vandal-resistant. Both seat and 
back are fully contoured for maximum comfort. And folding seat chairs are 


available with choice of manual or 
automatic lift. 

Howmet chairs come in eight 
color-fast enamel finishes and five 
color anodized finishes. Most 
components are shipped 
pre-assembled, saving time and 
money when work begins. 

And, in most cases, Howmet 
shipments are made in 
company-owned trucks. You can 
depend on deliveries to be on time. 

For more information on 
Howmet’s full-line of spectator 
seating, including chairs, benches 
and portable bleachers, call or write 
Jim Davis for our full-color 12-page 
brochure, “Aluminum Seating 
Systems by Howmet." 


HOWMET ALUMINUM CORPORATION 


NOWMETĘ ^ Member of Tne Pechiney Ugine Kuhlmann Group 
EXTRUSION PRODUCTS (DEPT. Al) 
P.O. Box 40, Magnolia, AR 71753 » (501) 234-4260 


Where Ideas and Imagination Are Only The Beginning 
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Integrated Ceiling Systems from Johns-Manville. 
Styling and performance from one source. 


J-M Integrated Ceilings are total 
systems including acoustical, air 
handling, suspension and Holo- 
phane® lighting components. Each 
component is designed and manu- 
factured to unite with every other. All 
backed by the Johns-Manville head- 
quarters team and a nationwide 
network of 125 sales representatives. 


New grid system. 


We've just introduced a new modular 
grid suspension. It's not only stronger, 
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it's better looking. And easier to 
install. With mitered flanges anda 
thru-regress at all intersections. 

J-M systems can be adapted toa 
wide range of performance require- 
ments. We can even give you 
computer-calculated life cycle cost 
comparisons. 


Call us now. 


Learn more about Johns-Manville 
Integrated Ceiling Systems. Call your 
local J-M office, consult Sweet's, or 


write: Johns-Manville Sales Corp., 
Holophane Div., P.O. Box 5108 — AIl-9, 
Denver, Colorado 80217. 

First Federal Savings and Loan Assn. of Charlotte 
County, Punta Gorda, Fla. 

Architect: Willard N. Bowman, Jr., Punta Gorda, Fla. 


Integrated Ceiling Contractor: 
Davidson and Son, Sarasota, Fla. 
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Now there are four basic exteriors 


for Type ITI buildings. 


Anyone who’s designed or built light 
commercial structures in the 50,000 square 
foot range knows about steel curtain walls, 
concrete and masonry. We'd like to introduce 


you to something else: Simpson plywood sidings. 
Simpson Redwood Plywood offers the 

natural beauty of redwood at a price that’s 

fully competitive with other light commercial 


Redwood Plywood 


siding materials. And Simpson Ruf-Sawn 316 
gives builders an attractive saw textured resin 
overlaid surface that takes paint beautifully, 
and requires virtually no maintanence. Both 
can be fire retardant treated and successfully 
restained or painted. Something that makes 
the 4-story wood-clad commercial building an 
economic reality. 
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Ruf-Saun 316 


That's why architects Ware-Malcomb- 
Gardner & Associates used Simpson Redwood 
Plywood in the building you see here. They 
needed four floors to satisfy the program 
requirements; and wanted the natural beauty 
of redwood. Fire treated Simpson redwood 
plywood was a natural solution. 

Either redwood plywood or Ruf-Sawn 316 
panels could be the perfect solution for your 
next light commercial project. We'd like to tell 
you more about both. Just write Simpson 
Timber Company, 900 Fourth Avenue, 

Seattle WA 98164. 


Plywood Sidings 
Simpson 


